ith 


hoes, 


atest 


juipped 


T 


“Al The water in the ‘‘desert lake” was reported at a standstill yesterday afternoon, | 


TENTH YEAR. 


3:50 O'CLOCK A. M. 


THURSDAY, JULY 9, 1801. 


“Tall oaks from little ‘acorns grow.“ 
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EVER UPWARDI 


Sworn Circulation of The 
Under “the Boycott.” 
For purposes of comparison the swerp 
statement below gives, first. the circulation 
of Tus Times on the 5th day of August, 1890— 
the day of the strike by compositors in this 
office—followed by the circulation figures at 
various periods since that date, showing the 
increase. | 


Times 


STATE OF CALIFORNIA, } 88. 
County o Los ANGELES. 

Personally appeared before me. A. Mo- 
Farland, treasurer ot the Times - Mir- 
ror Company and George W. Crawford, 
foreman of the pressroom of the Los AN- 
GELES Times, who, being both duly sworn, 
deposo and say that tre ciroulation of the 
Los ANGELES Times on the 5th day of August, 
1890, was 4,750 copies; that the daily aver- 
age circulation for 81d month was 6,713 
copies; and that the daily average circulation 
for the months given below was as foi ows: 
For January, 1891.........-- 8,389 copies 
For 180. 
For arch. 11 „ „%% 
For April, 1890 .. * 
For May, 18 68.460 
For June, 18 68.51 8 * 
and, further. that said circulation was bona 
fide in the strietest sense. 

[Signed] A. McFARLAND, 

{Signed G. W. Oh AW FORD, 

Subser.bed and sworn to before me this 
goth day of June, 1891. 

[SEALI 


G. A. DOBINSON, 
Notary Public. 


— 
THE MAY EXHIBIT IN DETAIL. 


Advertisers Who Hire Newspaper 
Space Have a Right to Know 
the Circulation! 


The circulation exhibit in detail for June, 
jeans follows: 
FOR THE WEEK ENDED JUNE 7. . 
FOR THE WEEK ENDED Jux x lé..... 
FOR THE WEEK ENDED JUNE 21. 
Fon run WEEK ENDED JuNE 2... .. 59,425 
For THE 2 DAYS ENDED JuxR . 1 6,665 


Total — 255,555 
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The strike long eince proved itself an 
utter failure. The bo oott is a weak. mali- 
o ous. impotent device of a ver few selfish 
and irresponsible individuals. Tun Times 
defies it and them and continues to employ 
organized labor, paying thereto more in 
wages annually than any rival establishment. 
The business men of Los Angeles are coun- 
seled to pay no attention to alien carpet- 
baggers, professional anarchists and lawless 
enemies of their best interests. 


We stand reddy to exhibit to adver- 
tisers our-circulat'on books and press- 
room reports. at any time, as a verification of 
the claims above. Our charges are fixed on 
the only true basis, namely, the CIR- 
CULATION of THE TIMES, which 
le- guaranteed to he double that of 
any local competitive journal. 

Tue Times-Mrrror COMPANY, 
Times Build‘ng, Los Angeles. 


80.585 
t 8. 185 
69,695 


Average per day for the 20days, 
Gain since August, 1890......... 


Amusements. 


McLain & LEmMAN....... Managers, 


* 


FOUR MORE NIGHTS and TWO MATIN EES. 
MATINEES THURSDAY AND 
SATURDAY. 


The Hit of the Season! :— 


The Greatest Novelty in Years! 


Direct fromthe Baldwin Theater in San Francisco 
where this company played with phenomenal 
success for the last five weeks. 


LILIPUTIA 


The only Midget Actors in the world, from 18 
to 43 years of age and from 28 to 38 inches 
tall, supported by an excellent com- 
pany, in their most successful play, 


UU 


BATURDAY MATINEE AND NIGHT ONLY, 
TWO PERFORMANCES OF THE 


BURGOMASTER : | 
OF PINNEBERG.,. : 
t 


OME’S Music 
8 M HA N. Spring st. 
(Formerly Eartiett’s Music Hall.) 


PIANO RECITAL 


cClalty. 


ss. Skin and 
ymceopathio 
. at the only 


\RMACY 


sr. 
18, the most 
d fine Rub- 


nta Menica 


— —L— 


— 
WILLIAM PIUTTI, 


Thursday Evening 8 o'clock. Tickets 60c, 


Money to 1oan. 
YOUR HOME—MONEY “To 


loan, low interest, principal repayable in 
monthly installments, less than rent. The Home 


Investment Building and Loan Association, W. 


A. BONY NGE, secretary. 115 & Broadway. 


OINDEXTER & LIST, 
126 W. Second, loan any sum desired, on g 


property, at reasonable rates; farm loans a spe- 
TO LOAN AT LOW- 
$ 1 00 VO ( ) est rates of interest, 
— WM. MEAD & CO.,— 

55000 29, LOAN IN SUMS 10 
snit; no commissions. Call last 3 
days of week at rooms 9 and 11, No 1.5 TEM- 
IE YOU WANT MONEY WITHOUT 
delay, no commission, at prevailing rates, dos 

BECUKRITY SAVINGS BANK, 148 & Main st 


f you wish to lend or borrow, call on ua, 
209 S. Broaaway. 
PLE SIT. 
ONEY TO LOAN ON MORTGAGE 


at lowest rate, MORTIMER & HARKIS, 


Attorneys at Law, 78 Temple Block. 


G. ROBINSON LOANS AT 8 PER 
abit cent, city and country property. 169 N. 


NG 
*AND 8 PER CENT MONEY 10 
loan, & ZELNER, 115 8, 
Lost and Found. 
OST — JULY 4 AT WESTLAKE 
park, black silk umbreila, gold-mounted han- 


— t FRANK GREY & G., on 


“‘OST— GOLD PIN. IN SHAPE OF 
chess, set with 12 pearls. OWNER at room 
04, Phillips islock, 10 


UNE SILK LACE | SCARF, 


L Aamard if left ot TIMMS, X, box 


— 
a = = ert = 


address O 


Red Fice's. 


FRED RICE’S — THURSDAY, JULY 9. 

Yes, yes! good new bedroom sets in antique 
for $18 at Red Rice’s this week. Everything else 
in proportion, Money has got to be had. This is 
your opportunity at RED RICE’S BAZAAR® 143 
and 145 S. Main st, Los Angeles, Cal. 


Special Notices. 


THE FULLOWING UNCLAIM 
property now in the hands of the Chief of 
Police w il be sold at public auction in front of 
Police Headquarters, July 18, 1891. at 10 o'clock 


u. m.: 1 lady's alligator satchel; 1 onyx bail set 
with pearis; 2 oid silver watches; 1 gent’s gold 
in; 1 package broken Jewelry; 6 ladies’ purses; 


ledy’s tippet (old); 2 carpenter's augers; 2 
ladies’ jackets; 1 lady’s white embroidered shaw); 
2 lady's black embroidered shawl; 2 valises (old); 
1 lot of machinists tools and sundry other articles 
of little value. 9 


FREE INFORMATION AS TO 

San Francisco lois in the direction of the 

city’s growth, tor sale on easy terms. Correspon- 
dence with intending settiers or investors solicited. 
nds at from $10 to $150 per acre; attractive 
opporiunities for homes and for profitable invest- 
ment in irrigation enterprises Address M. I. 
WICKS, cor. of Court and Main sts., Los Angeles, 
— or hog Market st., being intersection of Mar- 


et, Kearney. Geary and Third sts., San Fran- 
cisco, Cal, 


To? HE TIMES PREMIUM ATLAS 
of the World. A complete five-doliar 
atlas of the world free! This is what the Times- 
Mirror Company offers to every person sending 
ope year’s cash subscription to THs Daity 
T1MEs—$10.20 in the city, or $9.00 by mall, Sent 
by mal. 30 cents postage will be added. 


INTERESTED IN 
olive cuiture,—It has been decided that a 
meeting will be held ov the llth day of July at 3 
P. m., at the Chan ber of Commerce, for the pur- 
se of establishing an olive oll mill inthis oven 

M 


our resence i ° 
MITTEE. s earnestiy requested. C 


DIVIDEND NO. 14, OF THE LOS 
Angeles Savings Bank, for the 6 months 
ending June goth. 1891, is now due and payable 
+s follows: Ordinary deposits at the rate of 3 per 
cent, per @nnum; term deposits at the rate of 5 
per annum. V. M. CASWELL, Secre- 


D 


Lx 
——: PAVILION, :—— 


FISH DINNERS AND 
BROILED LIVE LOBSTERS, 


Fite Insurance. 


NSURE— 
DOBINSON A VETIER, 214 8. Broadway. 


Business Opportunities. . 
Fon SALE - LODGING HOUSES, 


Cigar stands, grocery stores, meat markets, 
fruit stands, hardware business, saloons, bakeries, 
and all kinds of mercantile businesses; prices 
from $100 to $10,000, We neither advertise nor 
try to sell anything that will not bear the 
NOLAN & SMITH, 228 

on 


OR SALE—A WELL-ESTABLISHED 

rocery on Spring st., paying more net profit 

for the amount invested than any grocery in the 

city; expenses light and business over $100 per 

day; stock, including delivery wagons. horses. 

te., will invoice about $4400, NOLAN & 
SMITH, 228 W. Second. 9 


Fer SALE—A WELL ESTABLISHED 

and one of the best-paying fruit stands in the 
city, located near the corner of Spring and Second 
ste; will invoice and gell at cost; owner com- 
pelled to go Easi at once is the only reason for 
selling, NOLAN & SMITH, 228 W. Second, 10 


ARTIES HAVING MONEY THEY 

wish toinvest in good real estate securities 
will find it to their advantage to call for particu- 
lars at the office of THE IMPERIAL SAVINGS 
AND LOAN COMPANY, Potomac Building, 8. 
Broadway. 


R SALE—RESTAU RANT ON 

Spring. well established and doing a steady 
paying business; rent only 830 per month, and 
Place doing a business of over 820 fei day: price 
of whole outfit, $426. NOLAN & SMIIJ H. 228 
W. Second. 9 


W. P. TREADWELL, PROFES- 
tional expert book-keeper and accountant; 
books of all kinds opened, closed, examined and 


R SALE—A PROFITABLE DALRKY 


busine-s: will sell or lease farm of 160 


acres; cows will be sold cheap; owner obliced to 
audited; 36 — experionce; references Al. | sell; a first-class opportunity. Call on or address 
Address P. O. ROX 1232. J. J. GOSPER, 120 8. Spring st. 


11 HE WOMAN’S EXCHANGE OF 
the Flower Festival Society closes July 1. 
Consignors having articles on sale are requested 
to cail fer the same as promptly a+ possibie, 10 


H. BENEDICT, MECHANICS’ 
Express, general express and baggage 
transfer, 327 & SPRING 


ST. Piano and furni- 
ture moving a speciality. Telephone 549. 


PARTIES GOING TO THE BEACH 
will do well by storing their tousehold 


in WAREHOUSE, 251 San 
edro st. 


[THE OLD BOOK CORNER—CASH 
paid tor old books, ete. Join circulating 
Idrary. only 26c a month. Cor. 2D and MAIN. 


— — — 


NEW & SECOND-HAND BO ORS. 
FOWLER & COLWELL, 111 W. Second. 


, G. JOHNSON. NOTARY PUB- 


lic, has removed to 212 W. Firat st., Na- 
deau Block. 
— — — 


Business Personals. 


JERKSONAL — “ECONOMIC” PRICES: | TE 


. special cut rates at the new store—*ugar, 22 
Iba brown or 16 ta white. 81: 6 Ibs Rolled 
Wheat, 25c; 4 Ibs Rice, Sago or Tapioca 25; 
10 lbs Cornmeal, 20c: Germea, 22 Rolled Rye. 
18e 3 pkts Starch or Cornstarch, 26e: Mountain 
Coffee, 25c; 5 Ibs good Tea, #1; 6 Ibs Ralsins, 25¢; 
9 cans Fruits. (1; 11 caus Oysters, $1; potted 
Longue or Ham, 5c; 4 cans Sardines, 280: ~ bars 
Borax Soap, 26c; sack Fiour, 85c; bottle Worces- 
ter Bangs. -condensed Milk, 10c: Hama, 
Bacon, 12e: Pork, 10. ECONOMIC 
STORES, 305 8. Spring st. 


ERSONAL—KALPHS BKOS.—GOLD 
Bar Fiour, $1.40; City Piour, $1.06; brown 
Sugar, 20 Ds white ag 16 Ds 81: 4 Ds 
Rice, Sago or Tapioca. 25c.; Da Buckwheat, 
250. Germea, 20c.; 5 Is Rolied Wheat, 25c.; 


Scans Salmon, ; 59 
Gasoline and Coal Oil, 


doc: Bacon, 12¢.: Pork, : Lard, 10 ibs, 860. 
480. 6018S. SPRINGST., Cor. Sixt. 


ERSONAL—JUST AKRIVED, MAD- 
m Simmons. greatest fortune teller and mag- 
netic healer inthe ited States; tells past, pres- 
ont and future; also has the Egyptianincky power 
and harms If you fail to cet satisfaction e se- 
where comstome, Fee8l. 807 W. 


ERSUNAL—MORRIS WILL PAY 
you 25 per cent. more for genta’ cast-oft 
clothing than any other dealer in the city. 217 
COMMERCIAL ST., 4 doors east of Los Angeles. 
ERSONAL—T ROF. KIEK AND 
daurhters, musicians, furnish music for con- 
certs, parior entertainments, church festivals, etc. 
Address 304, cor. Third and Los Angeles sts. 15 


ERSONAL—H. YOUNG HARDING, 
engineer and surveyor; irrigation a specialty. 
Room 32, University Bank Bldg., 315 New High. 


DERSONAL— MECHANICS’ SECOND- 
HAND STORE can and will pay a big price 
for second-hand «lothes. 111% COMMERCIAL. 
JLRSUNAL—1IF YOU GO 10 THE 
beach tbis summer store your woods in 
SAND s' “AREHUUSE, 251 San Pedro st. 
ERSONAL-—-MEDICATED AND VA- 
por bathsfor ladies and gentiemen. 1338 N. 
MAIN 8T., rooms 27 and 28. 


PERSONAL — MRS. PARKER, RELI- 


able business, mineral and lfe-reading 


um. 32848 svrine st 
JLKRSUNAL — BLECTKICITY AND 
massage treatment. MR, and RS. WAIT 


MOOKE, 744 8. Spring st. 


FRSONAL— HIGHEST PRICE PAID 


for second-hand clothes at E. GREENGART, 
107 Commercial, 


PERSONAL — MRS. JOHNSON, CARD 
reater, 1267 W. Second st. Take 9 


car to Kern. 


ERSONAL—MASSAGE TREATMENT 
by LOUISE SCH MIDT, 618% 8 Spring. 


Monen to Moan. 


51,500,000 
TO LOAN AT R. O. LUNT’S LOAN AND IN. 
URANCE AGENCY, 

227 W. Second st.. etictning Herald office. 
—— CHEAP MONEY, —— 
—AGENT FOR THE— 

GERMAN .BAVINGS AND LOAN SOCIETY 
Of San Francisco, Cal. 


— 
PACIFIC LOAN COMPANY LOANS 
money in any amounts on all kinds of per- 
sonal property and collateral security; on pianos 
without removal, Jewelry. seaiskins, 
borses, carriages, hbraries, bicycies and bullding 
association stock, or any property ot value: also on 
furniture, merchandise, etc., in warehouse; par- 
tial payments received; meney without delay; 
private oilices for consultation; ali business con- 
fidential; will call if desired. „ E. DeGROOT, 

manager, rooms 14 and 16 124 S. Spring st. 


; U CAN BORROW MONEY ON ALL 


kinds of collateral security, as diamonds, 
jewelry, planos without removal, libraries, di- 
cycles or anything of value; private rooms for 
consultation or will call if 1 no delays or 
commissions. SOUTHERN CAI. LOAN & IN.- 
VESTMENT CO, Rooms s aud 6, Stowell Block, 
226 . Spring st., opposite L. A. Theater. 


5850,00 TO LOAN UPON IM- 


proved city and country 
property; lowest rates; loans made with dispatch. 
Address The Northern Counties Investment Trust 
(Gimited.) FRED J. SMITH, Agent, 113 8. Broad- 
way, Los Angeles, or PF. O. box 143, Pomona, Cal. 


$1,000,000. BATES 
RUST Co., 123 W. Second st., Burdick aoe 
n 


Los Angeles. M. W. Stimson, Pres. E. F. Spe 
Treas, 


Excursions. 
Rock ISLAND ROUTE EXCURSIONS 


leave Los Angeles every Tuesday via Den- 


ver and Rio Grande Ry; through Pullman tourist | 


cars to Chicago via Salt Lake City, Leadville and 
Denver, For circulars, rates, etc, call on or ad- 
dress F. W. THOMPSON, 188 8. Spring st. 


FE ROUTE STILL AHEAD 
‘Of all competitors, both in time and distance, 
to all points Kast, Special tourist excursion Kast 
every ‘| bursday. For full information, apply toor 
address any agent, or OLARIE NCE A. WARNER. 
h.xcursion Manager, 29 N. Sprite st. 


EXCURSIONS EAST EVERY 

Thursday, via Rio Grande Koute; experienced 
manager in charge; tourist cars to Chicagy and 
Boston. J. C. JUDSON & CQ, 104 S. Spring at, 


HILLIPS EXCURSIONS— EVERY 
week, via Denver & RioGrande Ry. Office 

No. 125% W. SECOND Sr. 

— 
ESSON 8 — PREPARING LAD LES 


. C. DRAPER; Notary Public, 
& DRAPER, 


w 
CHOICE ORANGE LA 
information concer 

‘CONNUR & 


* 


R SALY — AT A SACRIFICE, $1000 
worth of paid-up stock in one of the best cor- 
porations in Sonthern Califorwia; owner must 
sell at once. NOLAN & SMITH, 228 W. weaned. 


FoR SALE—A RARE CHANCE; THE 
' one-half or tho whole of a small but good- 
paying restaurant im tnis city; good reason for 
selling. Address A. D., TIMES OFFICE. 12 


OR SALE — THE BEST - PAYING 

drug store In the city; stock and fixtures 

about 62700; owner retiring from business. NO- 
LAN & SMITH, 228 W. second. 9 


W ANTED— A PARTY WITH: $1000 
who will sink e11 well; will give half inter- 

est in 160 acres and we l. Address W., box 

954. SAN DIEGO, Cal. 13 


ARTNERSU!EPS NEGOT rED;BUs- 
ness bought and sold: fi clal undertak- 
ings conducted. CITY BUSINDSS AGENCY, 
room 15, 218 N. Main. 


R SALK— GOOD PAYING DAIRY, 
* mile from Artesia postoffice: 25 cow’, part 
Holstein; good milkers. Address T. P. PA! 

RSON. Artesia, 


Us SALK—A LODGING HOUSE AT 
Chiao of 18 rooms, kitchen and bath: 89 feet 
depot. Address MRS, E. SuxITHT ON, 


R SALE—2 LODGING HOU SES IN 
good location, doing good business, cheap for 
cash. ‘OOPER & SMITH, 220 W. F.rstst, 10 


(420 CHANCE FOR MAN WITH 
small capital. at Fosmer Iron Works Ad- 


dr-ss J. F. FOSMER, box 144, Station C. 

FOR SALE—CIGAR STAND, GOOD 
location and doing a good business. COOPER 

& SMITH, 220 W. First st. 8 10 
ANTED— PARTNER IN WHOLE- 
sale and retail ſruſt and. produce business. 

Address X. box 6. TIME. 
OR SALE— FRUIT STAND, DOING 


‘ good business; price #150. NOLAN 4 
SMITH, 228 W. — 9 
— — — ‚—œœͥ—— 


For Excdange. 
Fok EXCHANGE—FOR CITY PROP- 


erty, 8 acres with 9-room house, 70 bearing 
orange trees and a variety of other fruits, all in 
fuli bearing; also several houses with 1 and 3 
acres each; good water and the best of railroad 
c mmunications; all unincumbered. RALPH 
ROGERS, 228 W. First st. 


‘OR EXCHANGE—1000 ACRES FARM- 

ing land in Missouri, about 100 miies from 

St. Louis, clear of incumbrance; will exchange 

for any good property in California and assume a 

reasonable incumbrance if necessary. NOLAN & 
SMITH, 228 W. Second st. 


IR EXCHANGE—5 ACRES OF GOOD 
land near Long Beach for vacant lotsor house 
and lot in the city; would assume asmall iucum- 
brance if necessary; also a good business lot in 


Pasadena for cit roperty. F. J. GILLMOR 


FOR EXCHANGE—FOR HOUSE AND 
lot in southwest part of city, a beautitul 10- 
acre fruit orchard at Garvanza, in full bearing: 
good house and outbuildings: price $4000, clear of 
1 NOLAN & SMITH, 228 W. Sec- 
ond. 9 


prox EXCHANGE — THE ADVEK- 

tiser wants 15 acres of unimproved land with 
or without water, near Los Angeles, Cal.; will 
cive in exchange a nice home place in Pomona, 
Cal, and some cash. Hox 149, PHOENIX, Ariz 


EXCHANGE - IMPROVED 
ranches for city property; houses and lots 
and business property for ranches: house of 7 
rooms for vacant lots. F. A. HUTCHINSON, 213 
W. First st. 


pork EXCHANGE—SEATILE PROP- 
erty. unimproved, in exchange for Los An- 
geles city property. Address H. A. Moss. Marsh- 
field, Coos county, Ore. 10 


‘OR EXCHANGE—A FINE MEKCAN- 

_ thle and manufacturing business here for c ear 
reale tate; value 816,000. Address X. box 11. 
TIMES OFFICE, 10 

SOR EXCHANGE — REAL ESTATE, 


' » otes or mortgages for horses, carriages or 
furniture. G0 EN. EBERLE & CO. 121 N 
pring st. 


Por EXCHANGE— €20,000; ONE OF 
the finest homes in Los Angeles for fruit 
ranch POINDEXTER & LIST, 125 W. Second. 
COR EXCHANGE—SOME CASH AND 
10-room house and tot, 4 miles out. for prop- 
erty close in. R. VERCH, room 80, Temple EB! 


|: OR EXCHANGE— DRIVING HORSE 

for bugey. Apply at 
OPEKA HOUSE BLOCK, 
OR EXCHANGE~— GOOD CITY LOT 
for land in Lankershim ranch. Call — 


SPRING ST.. room 7. 


Summer and Winter Resorts. 
ANTA BARBARA HOT SPRINGS— 


1450 feet elevation; 2 different springs; 
temperature from 99° F to 122° F.; mi 
from Santa Barbara; board from $1U to $12 per 
week. inciuding baths. Address FRANK K. 
STODDARD, manager, F. O. box 

A lina, having been enlarged and tmproved. is 
now open to guests; fine large parior, airy halis, 
etc,, facing the beach; bath-house free to guests; 
first-class table; fine bakery attached; terms 
$1.50 to $2.50 perday, $9 to $15 per week. 


A BROWSEAD HOT SPRINGS ARE 
being liberally patronized by the people of 
routnern ‘California, 

HAMMAM BATHS 
Asrowhead Springs. 


Rooms and Board. 
T. ANGELO HOTEL, GRAND AVE. 


and Témple st.: new; the finest family hotel 
in Southern California; fine view, broad porches, 
plenty of sun; fine minutes from Courthouse; car 
every five minutes; best caterer in the city; 
rooms and board reasonabie, 


OTEL LINCOLN. CORNER OF A6. 


For information cal! at 
or address H. C. ROYER, 


— — 


ond and Hill sts; the largest and best fam- | 


ily hotel In the city; elegantly furnished through 
out; ail modern improvements; strict! first 


class, THOS. PASCOK, rop. 


— 


Unclassified. 


Notice TO LADIES: LADIES’ HATS 
and bonnets reshaped in any style desired; 
ostrich plumes dved a brilliant black, at the LOS 


ANGELES STHAW WORKS, No 124 W. Third 
St., between Main and Spring. 


DIEGO BOOMING AGAIN— 
Invest now, but remember that good counsel 
will insure a profit and save more than it costs. 
Address HOSMER k. McKOON, 10655 Fifth Bt, 
San Diego, Cal. i 


TIMES PREMIUM ATLA: 


OF 


216 large pages is given away to those wao | 


pay a year’s subscription for Tue 
city delivery, 610.20: by mall, 89. 30. 


DANIEL O'CONNOR, Notary Public. 


* 


RKAL ESTATE, INSURANCE AND LOAN BROKERS, :—— 
Stewart Hotel Biock, Sau Bernardino, California, 
NDS, IMPROVED 


ning choicest orange properties in Sau Bernardino county e 


AND UNIMPROVED, A SPECIALTY, 


room 4, GRAND 
4 


THE BUB 


|The Itata Wanted to Slip 


Away Again, 


Her Two Captains Had Their Plan of 
Escape All Arranged, , 


But Marshal Gard Seized Her and 
Blasted Their Hopes. 


The Washington Authorities Dis- 
posed to Give the Vessel the 
Full Benefit of the Neu- 
trality Statutes, 


By Telegraph to The Times. 

SAN Digeo,, July 8.—|By the Asso- 
ciated Press.] The penalty of $500, 
which the Treasury Department has 
demanded of the steamer [tata for 
leaving port without clearance papers, 
has not been paid. Instructions from 
Washington have not been received 
yet, but will probably be tomorrow. 

Today Marshal Gard reseized the 
Itata and placed officers in charge. 
This act was necessary to start the 
libel proceedings commenced by the 
United States District Attorney. 

It is now understood that the attor- 
neys had advised Capts. Mannzen and 
Tejeda to pay the fine at once, get the 
vessel released from the customs offi- 
cers, and before Marshal Gard seized 
the Itata “to get out of San Diego 
harbor” as quick as steam would carry 
her. 

Upon receiving this advice Mannzen 
returned from Los Angeles and tele- 
graphed to Tejeda, who returned at 
noon tuday. Inthe meantime Mann- 


zen and other officers of the Itata had 


returned to the vessel, saying they had 
been on shore several days and de- 
sired rest. None of the crew had been 
allowed ashore, so all was in readiness 
for the escape of the vessel upon the 
arrival of Commander Tejeda. 

At 10:30 this morning Marshal Gard 
and a deputy stepped aboard the Itata 
and seized the vessel for violation of 
the neutrality laws, and kidnaping 
a United States officor. Mannzen was 
crestfalien upon the appearance of the 
Marshal, and anxiously awaited the ar- 
rival of Tejeda, who hastened to the 
ship immediately upon the arrival of 
the train, ane heid a secret consulta- 
tion with Mannzen. 

The plan to sail out was therefore 
frustrated. Had she got away before 
reseizure much delay would probably 
result before the ©haiieston could get 
under way to chase her again, and * 


that time the Itata could possibly have 
escaped. 


FROM WASHINGTON. 


Paying the Fine will Not Stay 
the Prosecution. 

WASHINGTON, July 8.—{By the As- 
sociated Press.] The Secretary of the 
Treasury has autherized tha accept- 
ance of the offer of the Chilean 
steamer Itata to pay $500 for violation 
of the navigation laws in hav- 
ing cleared from San Diego, 
Cal., without necessary papers. The 
settlement has no bearing on the 
other charges azainst the officers of 
this vessel, viz: Kidnaping a Federal 
officer and violating the neutrality 
laws. The Attorney-General believes 
that an action may still be brought 
against the individual officers of the 
itata and the Robert and Minnie for 
the violation of this law. 

Although the officers of the Itata may 
compromise their offense against the 
neutrality laws, they may still be 
amendable to legal prosecution on the 
charge of kidnaping, and also viola- 
tion of the navigation laws. 


TO SERVE HIS TERM. 


Ex- Treasurer Bardsiey Taken to 
Prison, 

PHILADELPHIA, July 8.—[By the As- 
sociated Press.] Ex-City Treasurer 
John Bardsley was today conveyed 
from the county prison to the peniten- 
tiary and began to serve his fifteen- 
year term for misappropriation of pub- 
lic tunds. 

New York, July 8.—A Pniladel- 
phia special says: The sub-commit- 
tee of the Finance Committee of the 
council today notified John Wana- 
maker, Samuel B. Huey, Effingham B. 
Morris, William V. McLean, manag- 
ing editor of the Ledger, and Robert 
MeWade, its city editor, that they 
will be called upon to testify on Fri- 
day in the court of common pleas. An 
order directing Yard to testify before 
the committee was served on him this 
afternoon.” 


TO MAKE IT RAIN, 
Experiments in Aerial irrigation to 
Be Made. 

WASHINGTON, July 8.—[By the As- 
sociated, Press.] Col. Dyrenforth of 
the Department of Agriculture, with 
assistatits, left today for the interior of 
Texas to make further and exhaustive 
experimentsin the feasibility of pro- 
ducing 
charged with oxygen and hydrogen at 
a considerable ‘height in the air. 
Tests will also be made in exploding 
dynamite attached to the tails of huge 
kites, in connection with the theory 
that rain may be produced by the con- 
cussion of high explosives in mid air. 


TO CORNER WHEAT. 
Proposed Gigantic Combination o 
the Growers. | 

July &—[{By the Associ- 
ated Press.| A great scheme has been 
devised by somebody in the Farmers’ 
Alliance, whereby it is proposed to 
withhold this year’s wheat crop from 
the market until the farmers can get 
their price, or at i¢asta price consid- 


| erably above the average. The plan 
is unfolded iu a circular of advice is- 
sued through acctedited official chan- 


nels to all members of the 
farmers’ organizations in the Uni- 
ted States. It suggests a great 


combination of 6,000,000 members of 
the farmers’ orgauzation, ag legisla- 
tion is declared too slow and ineffect- 


ual, aud as the condition of crop and 


rain by exploding balloons} 


of a 


N 
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4 Marshal Gard again seized the Itata yesterday as she was about to attempt to escape. ae 


FIVE CENTS 


warket appear auspicious. The 
_.oducers, who are organized, hope to 
form a combination that will result in 
profit to all agriculturists. They will 
themselves corner the wheat and hold 
it until they can get $1.35 a bushel for 
it in New York. A pot of $100,000,- 
000, itis believed, would accrue from 
such manipulation. 

The circular advocates complete pro- 

hibition of gambling on the produce 
market, not by legislation, but by the 
farmers controlling prices without 
assistance of stock-brokers, and sug- 
gests formation of local committees to 
keep all the farmers informed on cur- 
rent prices and make suggestions as to 
the best time to sell, 
Sr. Louis, July 8.—Referring to the 
circular purporting to come from al- 
liance sources, as to the storing of 
wheat and other farm products to 
“shorten the market,“ President J. B. 
Dines ot the National Business Agents 
Association of the alliance said today 
that the national officers had“ given 
some attention to the matter. He did 
not believe the movement would be 
general. As the matter stands now, 
tests are to be made in two gtates— 
Kansas and Georgia. In a section of 
the former grain will be stored while 
the farmers of Georgia will hold back 
cotton. This movement will have the 
cordial support of the united alliance 
and the result will be watched with 
interest by farmers every where through- 
out the country. 


REDUCED TO ASHES. 


A GREAT FIRE IN CINCINNATI 
LAST NIGHT. 


An Immense Bullding Consumed 
and Other Property Damaged— 
Losses Will Aggregate 
a Million, 


By Telegraph to The Times. 

CINCINNATI, July 8.—{By the Asso- 
ciated Press.] A little after 10.0’clock 
tonight fire broke out in the sub-base- 
ment of the immense building at 
Fourth and Elm streets, owned by 
William.Hooper, a banker, and occu- 
pied by A. E. Burkhead & Co., manu- 
facturers and dealers in furs. The 
building had a seventy-five-foot front- 
age on Fourth street and extended 
150 feet back. The front was seven 
stories high and at the rear 
had a height of eight and 
a half stories. It also extended two 
stories underground. It was nearly 
new and was valued at about $300,000. 
Mr. Burkhardt tonight could only give 
arough estimate of the stock in the 
buiiding. It was, to the best of his 
belief, worth between $50,000 and 
$700,000. lu addition to his own im- 
mense stock he stores great quantities 
of valuable furs for citizens every 
summer and these wree all in the 
burning building. 

After tue start of the fire the entire 
fire department of the city was called 
out. Dense volumes of smoke at first 
filled the streets, then with a sudden 
burst the flames came through the 
roof. The walis soon began to crumble 
and the building and contents became 
irretrievably lost. The fire department 
devoted ita whole attention to preveut 
the fire spreading to the valuable adja- 
cent property which was greatly endau- 
gered, 

The Fourth street frontage of the 
building was occupied by Griershofer 


clothing. The stock was valued at 
$400,000, of which about $125,000 worth 
was suved. The loss is covered by in- 
surance. 

The Elm-street wall fell at midnight, 
and half an hour later the Fourth- 
street wall fell on the roof of the Pope 
Manufacturing Company’s three-story 
brick building east of it. 

A fine stock of paintings, engravings, 
frames and mouldings was completely 
ruined, and the walls of the building 
were crushed out into the street. The 
walisin falling knocked in the west 
wall of the Steinway piano building 
next tothe Pope building. By great 
effurt the fire was kept from communi- 
cating. The fire in the crushed build- 
ings at 1:30 o’clock is thought to be 
under control. 


AN OVER ISSUE OF BONDS. 


Charges Againstthe Officersof the 
Oregon Pacific. 

New York, July 8.—[By the As- 
sociated Press.] The opposition to the 
present management of the Oregon Pa- 
cific road has appointed a committee 
of the bondholders to reorg@ize the 
road and today the new committee 
issued a statement charging that the 
management has issued over $11,000,- 
000 more bonds than was warranted 
by the mottgage. The mortgage pro- 
vides thatthe bonded debt shall be 
limited to $25,000 per mile. So far 140 
miles have been constructed, calling 
for an issue of $3,500,000 in bonds. 
The company, however, issued $15,- 
000,000 in bonds, and justifies itself by 
asserting that the line when completed 
will be 600 miles long, and that the 
bonds issued on the system will then 
be only $25,000 per mile. The bonds 
which were placed at 80 have now 
no market value, and the company has 
a floating debt of $800,000. The com- 
mittee, it is understood, will bring le- 
gal proceedings against the officers. 


Thrashed His Enemy Publicly. 

New York, July 8.—Dr. Fuller, 
who recently sued his young wife for 
divorce, charging ex-Judge Leceister 
Holme as co-respondent, met the lat- 
ter today in the ladies’ cabin of a 
ferryboat, blacked both his eyes, spat 
upon him and denounced him amid 
great excitement as a scoundrel and 
coward. Dr. Fuller then apologized 
to the ladies in the cabin. 


An Intercontinental Line. 

City oF MEXIco, July 8.—A number 
of American engineers are in Guate- 
mala, leoking into the concession that 
has been granted for the construction 
transcontinental railroad. ‘The 
government has announced that it will 
make ull possible concessions for the 


building of an intercontinental rail- 
road. _. 


~ Railroad Men on Trial. 

St. Paut,(Minn.)July 8.—The trial of 
President Egan aud General Passenger 
Agent Toidridge, of the Kansas City 
road, for violation of the interstate 
commerce law was begun in the United 


States Court this morning, 


— 


& C, dealers in aud manufacturers of 


sociated Press. 
Empress of Germany, after having 
breakfast’ with Queen Victoria, drove 
to Frogmore and visited the royal 
mausoleum. 
terward lunched at W 
then driven to Cumberland Lodge, 


ROYAL FESTIVITIES. 


How England Entertains the 
Kaiser. 


Banquets and Parades for Germany’s 


Young Emperor. 


A Superb Operatic Per’ormauce in 


Honor of the Guest. 


An Episode at Eton~The Emperor 


a Target fora Careless Cadet 
Whose Gun Was 
Loaded. 


By Telegraph to The Times. ; 
LONDON, July 8.—[By Cable and As- 
The Emperor and 


The imperi arty af- 
dsor, and were 


where the silver wedding of Prince 


and Princess Christian of Schieswig- 


Holstein was being celebrated. 

Truth says the Queen stipulated that 
Emperor William shall write out the 
speech which he is to make at Guild- 
hall, Friday next, in reply to the ad- 
dress of welcome which will be made 
there by the Recorder on the part of 


ten out this speech, according to 
Truth, the Emperor must submit it to 
the Queen for approval. The Emperor 
is only to read those portions of his 
written speech which may have met 
with the Queen’s approval. 

After leaving Cumberland Lodge 
the Emperor witnessed a cricket match 
at Windsor. Later in the afternoon 
he took leave of the Queen and went 
to London to be present at the Nuque- 
nots. performance of the Royal Italian 
Opera Company. 

The great event for London of the 
Emperor’s visit will be the passage to 
and from Buckingham palace on Fri- 
day next of che Emperor and party on 
their wuy to Guildhall. Business along 
the route ot the procession will be prac- 
tically suspended and windows over- 
looking the route are let at very high 
prices. The most elaborate prepara- 
tions have been made to decorate the 
streets, and it is expected the pageant 
on Friday next will exceed in the pomp 
of its military and civic display any- 
thing seen in this city since the Thanks- 
giving ceremony in St. Paul’s over the 
recovery of the Prince of Wales from 
typhoid fever, many years ago. 

‘ ROYALTY AT THE OPERA. 

The gala opera performance this 
evening was the finest spectacle ever 
witnessed in London, -surpassing in 
every way any previous affair of the 
kind. ‘Lhe interior of the operahouse 
was lavishly decorated. Several 
thousand pounds were spent for flow- 
ers alone. The audience was 
composed of the best known 
of the aristocracy. The Prince ot 
Wales conducted the Empress, and the 
Emperor conducted the Princess of 
Wales to tie royal box. The Duke 
and Duchess of Edinburgh, Dake and 
Duchess of Connaught, Duke and 
Duchess of Fife, Marquis and March- 
ioness of Lorne and twenty other 
members of the royal family composed 
the rest of the party. The programme 
was splendidly carried out. Miss 
Eames and Mmes. Albia and Dereszkes 
received unstinted plaudits trom the 
occupants of the royal boxes. It was 
after midnight before the Hugenots 
was begun. 
THE KAISER IN DANGER. 

The lives of the German Emperor 
and other royalties were endangered 
by an incident which occurred at the 
review of the Eton volunteers on 
Monday, and which was kept secret. 
A reporter learned the facts tonight 
from a person of undoubted authority. 
The Emperor, at the time referred to, 
was watching the evolutions of the 
boys with great interest and 
stood chatting with the Prince 
of Wales and others directly in front 
of the line. Finally the command to 
fire was given, which was followed by 
an explosion from a rolitary gun, 
while the hammers of all other guns 
simply clicked as was intended. It 
was explained that one boy had put in 
a blank cartridge by mistake, but it is 
also asserted that it was a ball 
cartridge which the lad had carelessly 
leftin his gun a week before after 
range firing. All the officers present 
hastened to assure the Emperor that 
it was only a blank cartridge. The 
Emperor was smiling and unmoved, 
but on returning home itisreported he 
said be was certain it was no blank 
cartridge because he heard the whizz 
of a bullet distinctly. 


Off for Europe. 
New York, July 8.—Four of the 
members of the World’s Fair Foreigu 
Commission, Moses P. Handy, A. G. 


F. A. Peck of Chicago, accompanied 
by John Butler, special treasury agent, 
tonight boarded the steamer Colum- 
bus, which will convey them Europe. 


Must Stand Examinations. 

SAN FRANCISCO, July 8. --The State 
Board of Pharmacy met today and de- 
cided that all pharmacists in the State 
who are not graduates, licenciates or 
practicing pharmacists must pass an 
examination before the board. Cer- 
tificates of boards of pharmacy of 
other States will not be accepted. 


An Eight-hour Case. 
TorEKA (Kan.,) July 8.— The man- 
damus suit against the warden and 
board of directors at the State peni- 
tentiary, to enforce the law providing 
that no State employé shall work more 
than eight bours a day, was filed and 


argued today, and decision was re- 
served. 


French Capital Seeking Investment. 

CHICAGO, July 8.—Albert Verillon 
and C. Bourbon, French mining engi- 
neers, are in the city, en routeto Utah. 
M. Bourbon said that large amounts of 
French capital are ready for invest- 


ment here us soon as the possessors of 
it are convinced that their money cau 


The Question of Co-operating 


Associated Press.] 
Union of American Hebrew Congre- 
gations, yesterday, a resolution was 
introduced requesting that the Execu- 
tive Committee be instructed to céop- 
erate with the trustees of the Hirsh 
fund 
have undertaken to aid Russian Israel- 
ites who have immigrated to this 


country. It was referred to the Com- 
mittee on Civil and Religious Rights. 


the corporation. After having writ- 


A BAND 


Bullock, Benjamin Butterworth and 


bon added, he and his companion are 
going to Utah and Colorado to Inspect 
certain well-known mining properties, 
They would make reports upon them 
that could be relied on upon the 
bourse. This is made necessary by 


numerous wildcat reports which are 


spread abroad in Paris about American 
enterprises. 


HEBREWS IN SESSION. 


with 

the Hirsh Trustees. 
BALTIMORE (Md.,) July 8.—[By the 
At the council of 


and other organizations that 


It was also ordered that all matters 
bearing on the same subject shall go 
to that committee. It was decided to 
hold the next council in Washington 
the first Tuesday in December. 

At the meeting this morning Mayor 
Sulzberger of Philadelphia spoke of 
Russian persecution of the, Jews, 
Among other things he said: 

In the next ten years not less than 
200.000 to 300,000 Russian Jews will 
come to this country. The influx 
will not affect the great body of the 
American people, but it will nearly 
double the number of Jews in the 
United States in comparison with what 
there were before the persecution in 
Russia began. 


ON TH” WARPATH. 


OF APACHES ATTACK A 
MINING CAMP. 


Sonora by Mexican Rangers— 
Troops Sent to Pursue 
' Them. 


By Telegraph to The Times. : 

SAN FRAnNcisco, July 8.—|By the 

Associated Press.] The Chronicle’s 
special from Tombstone, Ariz., says: 
“The Apaches, who shot a Chinaman 
in the Canane Mountains ten days ago, 
were pursued by acompany of Mexican 
rangers, and driven to the top of the 
mountains, where the soldiers were 
forced to retire. 
The renegades then entered Arizona 
and attacked a mining camp within 
thirty miles of Fort Huachuca last 
Monday morning and drove the miners 
out of the camp. : 

Thirty cavalrymon left the fort on 
Tuesday morning for the scene, and 
have not yet returned. 

Tbe Indians, who are twelve in 
number, are believed to be on their 
way back to San Carlos. 

BASEBALL. 
Results of a Day’s Games 
East. 

CINCINNATI, July 8.—| By the Asso- 
ciated Press.] The home team won 
today’s game through errors of the vis- 
itors. Score: Cincinnati, 9; Brook- 
lyn, 5. | 
CLEVELAND, July 8—The home 
team was unable to hit the ball safely 
when they had men on bases. Score: 
Cleveland, 1; Boston, 4. 


in ths 


after the sixth inning, won the 
for New York today. Score: Pitts- 
burgh, 5; New York, 11. 

CIIIiC AGO. July 8&—Both pitchers 
were very wild today. Pleffer's work 
at second won the game. Score: Chi- 
cago, 8; Baltimore, 7. 

AMERICAN ASSOCIATION, 

Boston, July 8.—Boston, 7; St. 
Louis, 6. 


Washington games were postponed on 
account of rain. 
WESTERN LEAGUE. 

OMAHA, July-8.—Omaha, 25; Kansas 
City, 1. 

DvuLUTH, July 
City, 9. 3 

3 July 8.—Lincoln, 4; Den- 
ver. 6. 

MILWAUKEE, July 8.— Milwaukee, 7; 
Minneapolis, 3. 


8.—Duluth, 3; Sioux 


Jury-bribers Must Do Time. 
New ORLEANS, July 8.—The Picay- 
une’s Opelousas special says: The 
Supreme Court this evening affirmed 
the decision of che New Orieans Crim- 


Bernard Glaude, cuonsigning the two 
accused to the penitentiary. The 
Court holds that the statute embraces 
tules-jurors as well as other jurors, 
These are two of the Hennessy jury- 
bribery cases. 


A Convent Burned. 

St. HELAIRE (Quebec.,) July 8.— 
Fire broke out early this morning in 
the St. Victor convent in the upper 
story, and rapidly spread over the 
whole top flat. A numberof inmates 
were sleeping inthis flat and had a 
narrow escape, only managing to get 
out in their night clothes. Most of the 
furniture was saved. The building, 
which was left to its fate. is ouly e 
smouldering heap. It cost $25,000, 


-Three Firms Assign. 

New ORLEANS, July 8.—The Times- 
Democrat’s Jefferson, (Tex.,) special 
says: The Jefferson LumberCompany, 
Jefferson Mills Company, and J. H. 
Beemis individually assigned todays 
The indebtedness of the three cone 
cerns will aggregate over $500,000, 


Closed by the Sheriff. 
‘Mempuis (Tenn.,) July 8.—The 
drygoods house of Beach & Co. was 
closed by the sheriff on attachments 
aggregating 840,000. ' 


Purchases of Sliver. 
WASHINGTON, July S Six hundred 
and forty-five thousand ounces of sil- 
ver were purchased today, at prices 

ranging from $1.01 to 81.0125. 


Rochester (N. Y,,) July §.—James 
McCargo, adjuster of the Flower City 
Life Insurance Company, was arrested 


be safely placed. To this, end ur- 


b today on # charge of forg 


+ 
— 


— 
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They Were Driven Into Arlzona from 


PITTSBURGH, July 8.—Heavy batting | 


inal Court in the cases of the State vs. 
Thomas McCbhrystal, and the State vs. 


The Philadelphia, Baltimore and 


An Insurance Adjuster Arrested. 
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ANTED—3 OR 4.GENTLEMEN O 
ood address can find employment on salary 
we commission by calling at 216 S. BROAD- 
7 AY. between the hours of 8 and 9 a.m. or land 
p.m. 


W ANTED—A BOOK-KEEPEK; MUST 
be business afd possess undfubted refer- 
On: @s a6 to honesty and ability; none other need 
wor, Address A W. care 10 


ANTED — MILLWAN: 

man; doliverrman; ‘salesman, 
wife, #50: teamsters; ranchmen. E. 
GE Bk, gion Spring. 
ANTED—AT ONOE, SHEET-IRON 
pipemakers, A. (, HARPER PIPE 
WORKS, cor Second and Vine sts. 1 
W ASTED—A GOUD BARBER. A- 

dresa W. W. GILLINGHAM, New 


OF FICE- 
man and 


House, Santa Karbara, Ca 


}ANTED—A GOOD FIRST-CLASS 

barber; $14 a week guaranteed. 123 W. 

FIRST 9 
ANTED—A MAN TO WORK ON 
hay press. Apply 432 5. 


Help Wanred—Femaia 


ANTED—A RELIABLE AND COM- 


petent nurse girl to take care of 2 children; 


German pre erred. H. W. KRUCKE- 
ER 619 Maple ave, near 16th st. and 3 
blocken Main. 


W ANTED—A GIkL TO TAKE CARE 
of children anda sist with housework. 
d Eignthb and Ninth 
sts, 1 b ock ea-t of Westlake park. 11 


F . 


W anted—Avyents. 


WONDERFUL AD- 


For Sale. 


For Balo—Houses 


vertising device ever known: sells to every 
merchant and manuiscturer; splendid employ- 
ment: ble pay; steady work; euciese stamp. 
ARCK MFG C., Ra ine, Wis, 
— 


— | 


For Sale—(ity Property. 


Fon SALE—NICE LARGE AND VERY 
desirable res dence lot in Bonnie Brae tract, 
on clean side of sireet near Seventh-st. cable line 
aud convenient to Westlake park; location and 
surroundings as pleasant as can be; price only 
#1000, and +qualiy as cood as other lots held at 
$2500; se- thisa d judee for voursewes NOLAN 
K SMITH, 228 W. recond, 9 


Pek SALE—ON THE INSTALLMENT 
plan. nice 6-room house on large and nicely 
Improved lot in southwest par of the ciy; t. 
＋ in worth 626 0, but can be bought for 61100 
y payine 8600 cash and tre balance 10.20 per 
month, NOLAN &8\ITRH, 228 W. Second, 


story house, 4 blocks from cor. Figueroa a d 
Washington, on fine street; charming neighbor- 


hood and locat on; owner going Eas ; must i 


fice, G. W. CONNELL, 112 brondway. 11 
FoR SALE—ON THE INSTALLMENT 


plan, witbin 5 minutes’ walk of the center of 
business, a nice 6-room residence on full-size lot; 
price only 91000; 300 cash. balance $25 
month. NOLAN & SMITH, 228 W. Second. 


‘OR SALE —8275 EACH @ 
k A. buy 2 om on fine 80-foot 8275 
graded street, 1 block from new electric ro d. 


near Westlake park; owner non-resident G. W 
CONNELI, 112 Broadway. 


ANI BRUD—DSEA MSTKESS: 3 HUUSE- 
keepers, O: housework, chanberwork, 

store work: 24 othersituations E NIT. INGER. 
319% S. Spring. 10. 

W ANTED—2 OR 8 FIRST-CLASS 

dressmakers: none but competent bands 

NEW WILSON BLUUCK, 10oms 


need apply. 
42, 43 end 44. 


ANTED— HELP FOR 0. 
tels and tamilies BOSTON FEMALE 
EMPLAIYMENT AGENCY, 207 W. Fourth st 


ANTED—2 FIRST-CLASS DRESS- 
makers, in mediat ly. 608, cor, OCOM- 
MERCIAL and ALAMEDA STS. 10 


W ANTED—GIRL TO ASSIST WITH 
housework in «mall family. Call before 12 
o'clock at 15. 3 TEMPLE Sr. 9 


\ ANTED— YOUNG GIRL TO AS- 
siet in housekeeping and care of children, 
618 W. JEFFERSON 10 


VY AXTED~GOOR GIRL FOR GEN- 
eral housework. 232 N. GRAND AX E., 
near Temple st. 11 


W ANTED—A GIRL FOK GENERAL 
vo A 


housework. 345 WAL VE., Pasa- 
dena. 10 
GIRL FOR LIGHT 


ANTED — A 

housework. Apply at 737%. MAIN Si. 9 

W ANTED— A GIKL FOR GENERAL 
housework at 13198. NM TE ll 

\ JANTED—A GIRL FOR LIGHT 
housework. 117 W 16TH ST. 10 


ANTED— A 
the L FTON. 


Help anted— Mae and female. 


. 2 J. King Miss Lina Freeman, 
ANTED—PARENTS, PUPILS AND 


VW ANTED — GERMAN - AMERICAN 
EKraployment (ffice, 252 Main st; help 
furnisheg at short notice. L. MAYER, Prop, 


VV AN TED H ELT FREE AND ALL 
kinds of work. 319 S. Spring est. E. NIT- 
TINGER. Telephone 113. 


Situations Wanted—Male., 


WANTED — SITUATION, CITY OR 
country; 22 years old; experienced bill 
clerk; peat and rapid pen mana; excellent refer- 
ences; salnry no olject. Address X. box 13, 
TIMES OFFICE. 10 


W ANTED— MAN OF 30, GOOD Ab- 
dress and fair education, desires position in 
some establishment in citv; employment more 
than salary desired. Address X, box 100, TIMES 
OFFICE, 11 


W ANTED—SITUATION BY A MAR- 


ried man, not afraid o work, driving deliv- 


ery Wagon or general work; Al references. App'y 
C., TIMES OFFICE, 10 

ANTED — A POSITION AS BOOK- 

keeper or as«is*ant shipping clerk, collec- 

tor, etc., etc; can give security or bonds, P. O. 
BOX 481, CITY. 9 


/ ANTED— MANAGEMENT OF HO- 
tel by man and wife; experienced; best 
references; country. Address O, box 92, 8 


fitnations Wanted — Female. 


ANTED— SITUATION BY EAS T- 

ern widow ln as housekeeper, or take 
cherge of lo ging house where there are no chii- 
dren. Koom 41, 416 >. MAIN SI. 2 


ANTED-BY COMPETENT WOMAN 
and daughter, situations as cook and sec- 
d-gir!: no onjections to country. X, box * 


TIMES OFFICE. 
ATIONS BY TWO 


}ANTED—S 
Swedish Ay „ in small tamily to do general 
housework. C 101 SOTELLO BT., cor. mean. 


\ ANTED—SITUATION BY A GOOD 


cook in private family. city or 1 


Address I. T., 200 S. MAIN ST. 
ANTED—SITUATION BY YOUNG 


woman; is good cook; no objection to the 
country. 441 WALL STP. 9 


ANTED-- SITUATION BY SWED- 
ish girl to do general housework. — 


COURT 81. 


}/ANTED— BY AN EXPE: . LENCED 
dressmaker, work for 81 per day. X. box 8, 
TIMES. 2 13 


— 


Wanted—To Purchase. 


ANTED — FURNITURE, HOUSE- 

hold goods of every kind, and in any quan- 
tity, large or small. If you want quick cash for 
anything, iuterview or write to RED KICE, 143 
and 1458S Main a. 


ANTED—IN OR CLOSE TO LOS 

Ange.es, 4 to 6 acres good land, well 
planted and improved, and abu dance of water. 
Address, stating price and locality, W., box 10, 
TIMES OFFICE. 11 


* ANTED—TO PURCHASE A GOOD 

sound young horse. buggy a d harness: 

Forse must be atle ard a. good driver. 

dress X, box 14, TIMES OFFICE. 

\ }ANIED—A HOUSE OF 6 OR 7 
rooms and lot, west of Pear! st. and be- 


tween Sixth and Tenth sis. Address W. R. E. 
WAR b, city. 10 


ANTED— AT ONCE, FOR SPOT 
cash, a good sound young horse, harness 
and ha- ton, together or separate. 


Ad- 
10 


SPRING ST 


N ANTED — TO RENT OR PUR- 
chase a lady's safety second-hand bi ycle, 

giving pariicuiars, BICTC LE,” 

OFFI: E. 9 


AY ANTED—5-RUOM, HARD-FINISH 
cottage. full lot, not to exceed $1500, Send 
full partiouiars to ER, LIMES OFFICE, 9 


W ANTED— A LIGHT 2WIHEKLED 
cartor gic; must be cheap. Address X. 
pox 10, TIMEr OF FICK 10 


VV ANTED—LIGHT SPRING WAGON 


must be cheap. C. 
TIMES OFFICE. 


ANTED—TO BUY A SECOND- 
hand tricycle, cheap, at 261 E. ang 


ANTED—TO BUY A LODGING 
house. BURTON HOLMES. 257 8. Malo. 


E. 


— — — 
— 


Wanted—To Rent. 


ANTED — TO KENT 


wagon 


A FARM 


suitable for melons for 2 or 3 
Address F. O. BUX 1718, CITY 
ANTED—1!U RENT OR BUY 10 TO 


pentane. with or without the option of buying. 
12 


20 acres good sandy loam, with plenty of 
water, m. ↄroved or unimproved. H. N., BUENA 
PAKK, Cal. 


Wanted—Miscellaneous 


ANTED — YOU TO KNOW THAT 
HOTEL MAPLEWOOD, Santa Monica, 
serves fue fish dinners every Sunday; be sure to 
Utah bet. Second and Third sts. 


teachers to know that $10.20 secures 
Tux Times one year, by carrier, and ‘Ihe Times 
Premium: Atias—a very valuable work of 216 
pares. 


CHAMBERMAID AT | 


Peo SALE — #500 CASH BUYS GOOD 
2-room house; choice lot, flowers, shrubberx, 
Ste., close to First-st. ceble power-ho se; the jot 
alone cost 1800; owner going away. Apply 1007 
MAIN 


Fog DOOUL 
room house and stanie; one of the finest homes in 


the city. BRADSHAW BROS.. 101 S. Broad- 
way, cor. First. 


Ok SALE—% MILE FROM NOK- 
walk depot, a fine farm, tenced and improved: 
flowing artesian weil; see and you will buy. W. 
G. C., ADMINISTRATOR. 7 and 8 Jones oc. 


‘OR SALE—LOTS INS THRE WEST 

End ‘Terrace Tract, near Westiake Park, at 

ee to $800 each: terms easy, POHLHAUS & 
MITH, 126% N. Spring St 


}(OK SALE— A GOOD LOT 3¢ BLOCK 
from Grand ave .$800; 200 cash, balance 
J. C. OLIVER, 


monthly installments, 
Broadwry. 


a SALE — $100 BUYS A GOOD 
building lot; @enly 1 lot left; must be sold this 
week, Call 130 S. SPRING oom 7. 9 
‘OR SALE— LOT 50x173, ON 23D ST., 
in Longstreet tract, 61600. F. A. HUTCHIN- 
SON, 213 W. First st. 12 


OR SALE—LOTS ON ORANGE ST. 
near Vernon ave. Address O, box 84, TIMES, 


For Sale—Country Property. 


OK SALE— 


50 acres of the finest land in the county, all 
planted to walnuts, pears, peaches and prunes; 
terms easy: $100 per » 

40 acies of choice alfaifa land, half in alfalfa; 
small orchard, hbuse, chicken corrals, barn; close 
to school; think! only $4000. 

10 acres near Artesia, nice corn or alfalfa land, 
cheap, #800, 

120 feet on 27th; fine houses on each side; one 
of our bargains 

120 feet on W. Adams st. near St. James park; 
only $50 er foot. 


200x165 along by Mrs. Fremont’s new bouse on | 


— and 27th ets; a fine place for a good resi- 
ence. 

We also have some fine lots left in the Harper 
traci (near Adams st.) which we will seil if you 
will agree to put up a good house: goa out and see 
the tract aud we know you will buy no other 
piece. for the improvements are all first-class. 

' MILLER & HEKRIOTT, 114 N. Spring st 
Fol. SALE — 20 ACKES, 1% MILES 

of Long Beach; new house vf 6 
large rooms; re on 3 126- 
well and irrigating stable, 
shed, corn crib, hog corral, house; 
wire and posts for fercing place, 500 win- 
ter apples and pears, onions and potatoes between 
orchard; 12 acres of alfalla: 4 acres in young 
cums, beets planted between; crop goes with the 
lace; and also 20 acres planted to corn, pump- 
ins and barley, leased, goes also; $2500; cash. 
balance 1, 2 and ROGERS BLOCK, 
near Courthouse. 


SALE—17 ACRE ORANGE OR- 
chard, tw~thirds seedlings. balance Washing 
on Navels; trees 8 years old; a great bargain; 
$12 

323%; acres. house and barn; 7 acres Navel 
ora ees; 4 acres peach «nd prune; #6500. 

10-acre tracts orange land at Pasadena; abun d- 
ant water right, $250 per acre 

4 acre at Pasadena: fle varieties fruit in b-ar- 
ing; house and barn near street ca” line: 400. 

WOOD & CHURCH, 

12 F. Colorado st., Pasadena. 2.7 W. Firat st 


FOE SALE—A PROMINENT CORNER 

in the beautiful town of Albambra; over 16 
acres, all in bearing fruit, trees 14 years old; 10 
acres of oranges, remainder deciduous; large 12 
room house, barn and carrirge house; making a 
delightful home, producing a handsome income. 
and promising a great speculation for the pur- 
purchaser; rice $16,000; easy terms. MORRI- 
RON & CHAN>*LOR, 140 Broadway. 


OR SALE—A'T A GREAT BARGAIN, 

a 45 acre fruit ranch, f which 36 acres are 
already in full bearing, p'incipally peach, apricot 
and other deciduous fruit; good house and su- 
bulidines, windmilland tank and other valuable 
improvements; located near Burbank; price only 
$160 ver acre. NOLAN & SMITH, 228 W. 2 2 


sides; 
water, 
chicken 


years. 9 


ond. 


FOR SALE A KANCH OF 34% 
acres; mall house and barn; good well; 12 
acres eucalyptus trees; railroad station * mile; 
school house on the property; soll rich loam; 
long time at alow rate ot inte est ill be given 
to the right party. Call on or address W. 
SHELDON. 114 S. Main st. 11 


FOR SALE—#600; ONLY 8300 5600 
cash. balance 1 year, 7 per cent., 
4 room house. 1 acre of lar 100 assorted fruit 
trees, nice garden. flowers and plenty of water, 1 
mile frem cable; absolutely worth $1500. G. W. 
CONNELL, 112 Broadway. 
Pek SALE— A GOOD FRUIT AND 
grain ranch; well located, good buildings, 
and orchard, near railroad: it can be had tor of 
its value for the next few days; also a good house 


and ot, very cheap, by A. L. AUSTIN, 213 W. 
First St., L. A. 


FOR SALE -A VALUABLE 10 ACRES 
in Long Beach, in a high state of cultivation; 

3 acres of grapes and 4 acres of orchard. and 
house of rooms Inquire of DR. M. HILTON 
WILIIAMS. 187 & Troadwav, Los Angeles, Cal. 


Fou SAL, 560; GOOD FOR 2 DAYS 
. only; 160 acres Government and; house, 
stable and chicken house: good well wa er at 10 
feet; 8” acres plowed; % takes the whole busi- 
ness. Call 130 & SPKING ST.. room 7. 9 


Fok SALE—30 ACKES IN WALNUTS 
near Anaheim, 20 of which are 3 years old, 
10 of which are 2 years old; water ditch under 
the Wright act; price $6000; terms easy. FRAN- 
CISCO & STUART, 220 W. First st. 10 


R SALE—A CHOICE PIECE OF 

fruit land: will accept labor as first payment 
instead of cash: good chance for rel abe man or 
men. STANTON & VAN ALSTINE, 111 & 
Mreadway. 11 


OR SALE— $100 PER ACKK, BEST 
orange land. neur foothills; plenty of water. 


See M. BROWN, at 213 W. First st, agent 
Semi-Tropic Land and Water Co. 


OR SALE—17 ACRES; 14 ACRES IN 
full-bearing oranges, walnuts peaches, etc, ; 
2150 peracre, 1108, BROADWAY. 15 


SALE—640 ACRES LAND, VERY 
cheap for a few days for cash WOOD 
YARD. cor. Sixth and Hope sts. 


OR SALE — FOR GOOD ORANGE} 


land inquire of B. F. PATTER*ON, Giendale. 


SORSALE—10-ACRE ORCHARD, PAY- 
ing 15 per cent. 125 W. SECOND ST. 


For Sale—Live Stock. 


Fon SALE—GENTLE, FRESH FAM- 

ily cows; grade Jersey or Holstein, from $35 
up: monthly paren. at NILEs’S FINE STOCK 
KANCH, k. Washineton st. cor. Maple ave; cows 
for rent; pure bred Holstein or Jersey bulis. 


R SALE—1 CAKLOAD MATCHED 
Cleveland ay carriage horses: also single 
drivers and 1 amen of Shetland ponies and 1 span 
of mules, at FASHION STABLES, 219 E. Firstst. 


F SALE— A BEAUTIFUL, WELL- 
bred bay mare, 5 years old; fine roadster; 
rice iow. G. M. KIREKNER, becond st., 


onica. 


OR SALE —CHEAP, $110, DESIE- 
able famiiy mare; 1100 1b3., young and gen- 
sive new $22 harness for $17.50, 1643 


OR SALE — CHEAP, ONE HORSE, 
buggy aud harness, at 1333 \ RIGHT ST., 
third street west of Figueroa off Pico. 12 


ie piano, 
‘FIFTH I.. between Broadway and H. 10 


OR SALE — A CHOICE LOT OF 


brown Leghorn poultry, “BRADSHAW 
BROS. 1015. Broadway, cor. First. 9 


W ANTED— $5000 ON ABUNDANT 


city security at rate necting 6 per cent.; no 


pommission; interest always rompu id. 
Address COL. FRED JaMIsON, 
9 


ANTED—FIRST MORTGAGE ON 


acreage for $4000; terms reasonable. Ad- 


Gress X. box 6, VIMES OFFI: RE. for l week. 13 


MAR, 284 W. First av 


W ANTED— TO LOAN MONKY ON 
shor: time; 160 
taken. Room 9, 1 20% & 


W AN'TED—PLAIN SEWING DONE 

at room 1%, ° ATICK 

Angeles st near Third, (al) 7 

ARTE) —A QUANTITY OF 8 OR 

inch iron pipe, cheap. J. MAI. 
10 


ANTED— PICTURES TO FRAME, 
cheapest place, at BURNS'S, 256 & Main st. 


ANTED— YO ) 
WALL 


* 


FOR SALE — OR EXCHANGE FOR A 
horse and buggy, a fixe Durham cow and 3 
heifers, 1021 GRAND AVE. 11 
OR SALE—CHEAP, 14 MILCH COWS, 
H. H. JK FSO, Ivanhoe, 2 miles north from 
e dot Tem le-st. cable. 12 


Kk SALE— A HORSE AND TO P- 
wagon, with harness, cheap. 125 K. ial Gi 


OK SALE—2 GOOD MILCH COWS 
COLEGRUVE P. Cahuenga Valley. 


FOR EXCHANGE—FURNITURE FO 
driving horse. 110 . BROAUWaY. 


hor Sale— Miscellaneous. 


OR SALE — HOUSEHOLD FURNI- 
ture, almost. a bargain; Moquet carp-t. 
antique bedroom sets, ice box, ofl cloth, dining- 
room furniture, bedding, etc. ; 
and cart, 262 BELMONT AV 


fine horse, wagon 
12 


= 


— 


— — ̃ w 


89 


OR SALE — A ‘FINE N 


Main st., lawn, flowers, trees, $2100, 
terms; 2 houses, 1 lot, Kast Los ‘\ngeles. 9600; 
cottage. Pearl and Pico, easy terms, $1200; 50 
acres at Glendalc, 10 acres fruit. house, barn. 20 
inches free water, great sacrifice; good ¢vitaces 
on easy terms; ranches on monthiy vaymeuts. 
R. D. COATES & CO,, 228 W. First. 


FOR SALE — COTTAGE OF 5 ROOMS 

end stable, on Ocean ave., Long Beach; is sit- 

uat d 

view: convenient to bathine; is called Red, 

Wh te and Bine Cottase; will be sold at a har- 

gain: easy terms Apply to M. W. STIM*ON, 
123 W. Second at, L. A. 14 


Pek SA LE— $2560 ROOM HOUSE, 
No, 246 EK. 30th st. 
$1100—4-room house, No. 219 E. 28th st. 
$1300—6-room house, No, 247 K. Slat at 
$2000—5-room house. No, 258 K. 29th st, : 
A.C SHAFER, 2801 & Main et. 


Kk SAi.E—$1250 WILL BUY YOU A 

nice 4-room cottage and bath. only 6 b.ocks. 

from pelng st.; cas ; eood tor this week 
Call 130 & SPRING ST., room 7. iS) 


Fok SALE — NEW HOUSE OF 11 
room, ali modern, 1 block from Grand ave, 
not far out, $0000. J. C. OLIVER, 101 N. 8 
way. 


SALE—AN EXTRA GUOD 
room cot age. 1 block fr. m Fixguerva 8t., 
$2600. J. C. OLIVER, 101 N. Broadway. 10 


per SALE—18-RVUOM HOUSE, GOUD, 
close in; $300 cash, ba an e $25 monthly. no 
110 S. BROADWAY. 


For Salo—- Miscellaneous 


OR SALE—A LOT OF NEW BED- 
room sets, in oak, a+b and antique finish, at 
less than second-hand sets are selling ior, See 
them at the WAKE HOU~E, 422-424 „ aln at. 


FOR SALE— OR WILL EXCHANGE 

r real estate, a valuadie patent on quick- 

selling article, especial acapted to this section. 
Address X. box 9, TIMES OFFICE, 9 


POR SALE—A SET OF 4 1IVOKY 

Hard balls; very nice; have been used. Call 
or address 1046 GRANDIN SI., East Los An- 
geles, for 1 week. 9 


R BALE— NICE MARBLE SODA- 
fountain, almost new, in perfect order. Call 
Fang W. STOLL & CG. Soda Works, Los * 

gele 
“UR SALE — DECKER BROS.’ UP - 
at a bargain; 6275. 327 W. 


R SALE—800 FINE ORANGE 
trees and 300 Eureka lemons. PAKK NUK- 
ERV Co., Pasadena, Cal. 


RSALE—SMALL SQUAKE PIANO, 
good condition, $60. CLARK & BLAN- 
CHAK D, 211 F anklin at. 


OR SALE—CHEAP, A GASULINE 


stove, nearly new. Call at 1840 VIKGINIA 
Boyle Hetents. 10 


To Tet. 


To Let— Houses. 


0 LET 

Apply to OWNER, 426 S. Main at. 

7 flats. ranging from 3 to 10 rooms each, cor. 
Seventh and Broadway. : 

634% S. Granu ave, between Sixth and Sev- 
enth sta. 

439 Flower st., 19 rooms; rent $30. 

717 Maple ave, near seventh st., 20 rooms. 

Store, 414 8, Mam st, near Fourth st.; r nt 930. 

Store, 4188. Main st. near Fourth st.; rent $50. 


O LET—MODERN HOUSE 5 ROOMS, 

Second st. near Olive; bath, hall. gas, elec- 
tric belis. $20 including water, BRADSHAW 
BROS, 101 Broadway, cor. First. 


O LET—HOUSE OF 8 ROOMS AND 

bath, very convenient, southwest cor. Second 

and Hil: sta; $36 per month. Apply to LEWIS 
& PINKHAM, 219 W. First st. 


O LET ROOM COTTAGE, COM- 


pletely and nicely furnished, #14 r month; 
soutuwest part of city. G. W. CONNELL, 112 
Broad way. 11 
FO LET— FURNISHED HOUSE ON 
23th st; 8 rooms Apply 227 N. LOS AN- 
GELES 8T. 
LET—5-RUOM HOUSE, CENTER, 
$11 meluding water. Apply 126 E. —s 


To LET—HOUSES ALL OVEK THE 
city. C. A. SUMNER & CO,, 78. Broadway. 


O LET—SMALL HOUSE, 216 E. 
THIRD ST., close to Main t., for $7. 10 


LET—s-ROOM HOUSE, MODERN, 
638 Hill. RAYMOND, 1027 MAIN. 158 


10 Let Rooms. 


O LET — THE MENLO, 420 SOUTH 

Main. Elegantly furnished; strictly first- 
class: free baths. Rooms, $5 up; suites, $9 up: 
5Uc to $1 per day. Notroubleoshow rooms 


LET—"“THE CALDERWOOD,” 
308 . Main st. furnished rooms with baths: 

also at The Winthrop,” 33045 S. Spring at, fur- 

nisbed or unfurnished suites; also singie roo ns. 


YO LET —GENTLEMAN WANIING 
nic turnished rooms, “2 minutes’ walk from 


f 
Courthouse,”’ can find them at 316 CASTELAK 
8 T., off Temple. ll 


LET—LOVELY FRONT ROOMS, 
low rates; board. or hous keeping privileges 
and THE GRANVILLE, 226 


O LET— PLEASANT FURNISHED 
rooms, b the week or month, at the 
BISHOP CO1TAGE, Third st., Santa Monica. 10 
LE'T—PLEASAN'T ROOMS; SIN- 
gle and en suite. CLIFTON HOUSE, Broad- 
way, Opposite new Courthouse; summer rates 
IHE DENVER, 133 N. MAIN Sr.. 
nicely furnished rooms, 61 per week and up- 
wards, sine le or en suite; center ofcity. . 
‘XO LET— AN ELEGANT SUITE OF 
furnished rooms, suitable for offices or 
dressmaker. J164% SPuING, 9 
\O LET—2 ORA FURNISHED ROOMS 
for light housekeeping in a private iamily. 
363 3. MAIN. cor. Fourih. 9 
FPO LET — NEAT LITTLE KITCHEN 
and bed om, furnished; $5 per month. 625 
W. FIFTH &T. 9 
1 LET-— LOWER FLOOR, 3 ROOMS, 
complete for bousekeeping. 5623 HILL = 


LET— IRVING, 20 N HILL, 


sunny rooms with bousekeeping privi lege“ 


O LET— FURNISHED SUITE FOR 
housekeeping; $10. 618 REGENT SI. 


FW LET—2 FINE OFFICES. WOOD & 
URCH, 227 W. First st 


To Let—Miscellancous. 
18 LARGE. LIGHT HALL AND 


2 office rooms; elegant for club or society 
purposes. RILEY & PINNEY, 227 W. First st. 
OLET—AN UPRIGHT, FINE-TONED 
piano. very cheap; can be seen at 415 E. 
281 st. Address 346 S. HILL ST.. L. A. D. 10 
O LET— A FRUIT RANCH OF 10 
acres, $10 per month; near city limits. NO- 
LAN & -MIT 228 W. Second. 11 
PO LET — UPRIGHT PIANO, % PER 
month. 211 FRANKLIN Sr. 


A VULGAR BRUTE, 


Insulted on the Buena 
Vista-street Bridge. 

Another one of those fiends who have a 
mania for exposing their persons in the 
presence of women has made his appear- 
ance, and us the officers failed to capture 
him yesterday, it would be advisable for 
two or three citizens of nerve to start out 
armed with shotguns and give him a recep- 
tion such as will cause him to long for 
another world right quick. 

The brute made his appearance on the 
Buena Vista-street bridge, on the East Los 
Angeles side, early yesterday moruing and 
every time a woman passed he exposed his 
person. He kept this up until two or three 
women drove by in a buggy. and, instead of 
becoming frightened as the others had 
done, they turned and dr ve back to the 
East Side police station and informed Capt, 
McKeog of what was going on. 

‘The officer and a couple of firemen started 
for the bridge, but the brute saw them com- 
ing and mide forthe river bed, where he 
disappeared in the willows, The party 
chased bim two or three miles down the 


Women 


‘| river, but falted to catch him. Had Dep- 


uty Sheriff. Russeil’s blopdhounds been on 
hand the fellow might have been treed, but 
he may show up again and it is to be hoped 
that the officers will h ve better luck, 


Prof. W. T. Wenzell, of the College of 
Ph rmacy of the State University, after 
actual analyses made by him, “pronounces 
the Royal Baking Powder the strongestand 
| powder before the public.” 

be Royal Baking Powder destroys the 
dyspeptic qualities of hot food. 


Sickness Among Children, 


Especially infants, is prevalent more or less 
at all times, but is largely av ided by giving 
proper nourishment and wholesume food. 
Lhe most successful and reliable of all is 
the Gail Borden “Eagle” Brand Condensed 
Milk. Your grocer and druggist keep it. 


HOW CHEAP! Just com 
latest New York Hats ew 
Bazaar, 148 North Spring 


nh most desirable location, with a fine: 


sessment Lists. 


THE POLICE COMMISSIONERS 


Business Transacted at the Meeting 
Yesterday Afternoon—The Mayor 
and Street Commission=- 
ers—Fire Matters. 


The work of footing up the books of the 
City Assessor by the City Clerk is progress- 
ing rapidly, but it will be several days yet 
before it is completed. There is some spec- 
ulation ast» the total amount. Assessor 
iiinton was of the opinion that the assess- 
ment would not go over forty millions, but 
Clerk Teed does not think, from what he 
has so far discoveted, that it will fall more 
than two and a half millions below that of 
last year, which was forty-seven millions, 
His estimate now is that it will be about 
forty-four millions, but of course the exact 
tigures cannot be given until the footings 
are complete. 


POLICE COMMISSIONERS, 

The J’olice Commissioners met in the 
Mayor’s office yesterday afternoon, with 
Mayor Hazard in the chair and Commission- 
ers Dexter, Bryson, Snyder and Lewis pres- 
ent. It was tue first meeting that the latter 
gentieman has attended since his return 
from the East, and he received quite an 
ovation, 

‘Lhe reading of the minutes was dispensed 
with, and the monthly report of the Chief 
of Police (as heretofore printed) was read 
and filed. 

Following transfers of saloon licenses 
were granted: From A. Beili, 653 Upper 
Main street, to G. Aladino; from H. J. Bid- 
erwan, 1436 San Fernando street, to W. A. 
Pattereon. 

‘The usual demands were presented and 
allowed. 

‘The application of Smith & Insley, private 
detectives, for tue appoi tient of their 
meu as special policemen, without pay from 
tue city. was filed, to give an opportunity to 
make regular application. 

A petition was received from the rector 
of the Chureb of the Lady of the Angels, 
complaining about a disorderly house at the 
coruer of Marohessanit and New High 
streets, where, he said, the lumates were in 
the habit of making loud noises all night, 
disturbing peuple iu the neiguborhood. The 


‘| petition was referred to the Chief of Police, 


with authority to abate the nuisance if it 
was found to exist. 

W. U. Potts was appointed special police- 
mau, without pay fur service, in the Arroyo 
Sec 


0. 
‘The resignation of C. E Wallin was read 
and accepted, Mr. Wallin having accepted a 


. M. Lowery applied tur appointment on 
the force. Filed, 

Jailer Glaze applied for ten days’ leave dt 
absence. 

Tuis caused some debate as to the scope 
of the late legisiative enactment, and after 
considering the matter, on motion of Com- 
missioner Lewis, ufficer Glaze was allowed 
the leave asked for without pay, and the 
Chief was instructed to put another mau in 
his place, to receive the same pay as the 


the same is re 

Commissiouer Lewie moved that the 
Council be requested to refer all bids for 
furnishing suppties. for the police depart- 
ment to the board before taking any action. 
Motion carried, 

Tue Mayor called up the matter of the 

action of the Council in doing away with 
the duties of the Mayor's clerk as clerk of 
the bourd, and stated that so far as Mr. 
Robinson’s place was concerued. he would 
be retained, but the Chief of Police could 
not perform tue duties of clerk, and he 
brought the matter up for their consider- 
ation. 
A lengthy debate followed, after which, 
on m tion of Commissioner Lewis, the 
Council was requested to repeal so much of 
the salary ordinaace as referred to the 
the Mayors cler sem as clerk of 
the beard, aud Mr Kobinson was re- 
quested to continue his pleasant relations 
with the board, the Mayor deciining to take 
auy part io the p ings. 

Ad journed. 


FIRE COMMISSION. 

The Fire Coumissiouers met yesterday 
morning with Mayor Hazard presiding 
and Commissioners Brodrick, Stilson and 
Kubrts present. 

‘The Chjef reported that John Long, fore- 
man of Efigive Company No. 3, had resigned 
and that he kad prom-ted Charles Fuseiehr, 
cali-man of the same company, to fill the 
piace. The .ppoiutment was confirmed. 

The Chief reported that the following 
men bad been dropped from the roll, as re- 
quired by the reirenchment ordinance: 
George MeLeau aud Wiiliam Hawker. Com- 

ny No.1; H. M. Childs, No. 2; Frank 
Talklugton, No. 3; Harry Nourse and F. C. 
Erdman, No. F. H. Judy and Jo- 
seph Pina, No. 6; H. W. Walton and A. H. 
Schoneman, No. 7. 

A protest from the men was read, but as 
nothing could be done for their relief, the 
same was filed. 2 

After p.ssing the usual demands and 
requisitions, the board adjourned. 

MAYOR AND 8TREET COMMI<SIONERS. 

Mayor Hazard does not propose to let up 
on the commiissiouers for the opening and 
widening of streets until the matter of their 
compensation is definitely fixed by the 
Council. ‘The following message bas been 
fiied with the City Clerk: 

fo the howruble the Council of the 
City of Los Angeles: I return herewith 
, UDapproved the ordinance providing for the 

appointment of conmsssivners to oben San- 
two street for the reason that no rule has 
been established by your honorable body, as 
required by law, fixing the compensation to 
be paid cowmissionersin these cases. They 
have fixed their own compensation in eich 
‘case, and it has never been questioned by 
your honorabie body, which is directly con- 
trary to the law, which reads, for their 
Services they shall receive such compensa- 
tion asthe City Council shall determine 
from time to time.” Your honorabie body 
has never determined what compensation 
should be allowed for these services, aud 
until some rule is adopted regulating the 
same, | must decline to approve ordinances 
appointing these commissioners, The first 
appointinent of commissioners was made on 
the 8th of July, 1839, and on the 2d day of 
February, 1691, tue commissioners bad tiled 
reports in niueteen cases. This covered a 
period of less than nineteen months: during 
four months of that time the entire pro- 
ceedings regarding opening streets 
were suspended by order of the 
court, and nothing was done, making 
less than fifteen months actual time from 
the date of their first appointment to the 
date of filing report on the .2ud February, 
1891, and we find in these reports that they 
have charged for fees of commissioners in 
these nipete: n cases during fifteen months, 
the sum of $8565, . nd have reserved in these 
cases the sum of $5173.54 for “estimated 
subsequent expenses,” of which amount 
more tnan four-sevenths will be taken for 
commissioners fees, if we allow for fees the 
Same proportion that they have charged for 
fees in the cases where they have fixed 
them, and we have in these nineteen cases 
the sum of $2956 20 to add to $8565—#11, 521.- 
20 during these fittéen montbe, giving to 
sach commissioner the sum of 1256 per 
month, This does notinclude otber cases 
which they had in hand during the same 
time which will still further swell tne 
amount of fees claimed on which they had 
filed no reports, and I was therefore unable 
to ipciude them. My objection has been 
directed, however, to the fact that there was 
no necessity for them to spend all their 
time in simply estimating damages. Does 
auy sensible person believe that they are 
required to spend a month on every case as 
they have done? A week’s time on each 
street is more than aupie, and that would 
reduce their time to one-fourth the amount 
claimed. Eleven thousand five hundred 
and twenty-one dollars in nineteen cases, 
would give them 115 days at $100 per day, 
and still there are other casds in which 
may are entitled to tees during this same 
me. 

Nearly two years have elapsed and a final 
report has not yet been filed of the estl- 
mated subsequent expenses” on any one of 
these streets by these commissioners, and 1 
can only surmise what their estimated sub- 
sequent expenses will be, as I have hereto- 
fore done. When their connection with 
these street cases will terminate is one of 


tbe unsolved problems; at least your hon- 


MUNICIPAL MATTERS. 
ork of Footing up the As- 


position in the custom-house at Dau Pedro.“ 


jailer. This raid to govern the board until 


to charge fees fer their services in 
these cases should terminate. 


by themselves, and Commiss onets McIimoil 
and Davidson ina communicati.n to your 


stated the facts. If I have mis-stated a fact 
with regard thereto, I stand ready to cur- 
rect it, but they do not point out a solitary 
instance wherein I have dune s, nor is 
there a denial of any fact stated by me in 
my message, and I appeal to these gentle- 
men to point out any statement contained 
therein which is not true. I stand ready to 
prove every statement of fact made in my 
message. I obtained the facts from the 
record made by themseives; if the facts 
coo contained are untrue lam not to 
ame, 

1 would be pleased to approve an ordin- 
ance in which the compensation of commis- 
sioners was limited ina certain sense, not 
by the number of days that they might be 
engaged, because they tell you that We 
are required to be present so that warrants 
for the damages to land can be signed by 
us, that is to say after they determine the 
amount to be paid each claimant for land 
damaged or taken, it takes three of them 
and a clerk constantly on hand in the offices, 
“That the warrants cin be signed by us 
before the property-owners can draw it 
from the treasury.” If these commis- 
sioners can assign no better reason for 
spending the most of their time than that of 
waiting to sign warrants, 1 think a limit 
should be put on the time for which they are 
permitted to charge. Respectfully ete., 

H. T. HAZARD. 
Mayor. 
Los ANGELES, July 6. 1891. 


FOURTH OF JULY. 


MEETING OF THE GENERAL COM- 
_ MITTEE LAST EVENING. 


All Bills Ordered Paidand a Vote of 
Thanks Given Those Who Par- 
ticipated—Financial 3 
Statement. 


The general committee of the Fourth of 
July Association met at 8 o’ciock last night 
inthe Union League rooms with Mayor 
Haz rd in the chair and Secretary Cherry 
present, 

The minutes of the last meeting were 


read andthe meeting proceeded to busi- 
ness. 

The Decoration Committee reported that 
out of their appropriation of #450, they 
spent $396.50, which was ordered paid. N 

The Literary Committee expended $22 50 
out of their allowance of $50, which was 
ordered paid. * 

The Fire Department Committee reported 
that out ot their’ allowance of $100 they 
spent $65.63. 

The Militia Committee reported that they 
spent 885 for the cannon, and $35.31 for 
powder at the fireworks display. For 
bringing militia to the city, $30.95. 

The Committee on Decorations stated 
that they bad awarded $15 for prizes to the 
best-decorated cars. 

The Committee on Music reported that 
their bills ameunted to 86600. Ordered paid. 

All of the other bills were ordered paid 
within the Ar 

When the Witson bill for $490 came up, 
Cominodore Skiuner, as chairman of the 
Fireworks Committee, took the floor and 
scored Mr. Wilson for not having done bet- 
ter with the gunboats. He wanted to know 
why Mr. Wilson did not do better with the 
gunboats, 

Mr. Wilson stated that he did not have 
men enough to man the boats and could not 
fire the pieces that he furnished. He only 
uad two men to each gunboat and he should 
have bad at least teu to each boat. Mr. 
Wilson did not understand that he ws to 
furnish men for the boats, and Mr. Skinner 
was led to believe that tne men were to be 
furnished by Wilson. The whole thing was 
a misunderstanding on both sides. 

All the bilis were audited and ordered 
paid, as there was money enough in the 
treasury to settle up everything. 

A vote of thanks was extended tothe 
Union League Club for their kindness in 
turoishing the committee a hall, gas, ete, 
A vote of thanks was also extended to the 


press. 

The Mayor thought a vote of thanks 
should be extended Mr. Hutchinson as 
chairman of the Decoration Cumwittee for 
the reason that he decurated the streets and 
pavilion in gvod shape for the money he 

d. .The pavilion was better decorated 
thun ever before. A motion thanking Mr. 
Hutchinson was put and carried. 

A vote of thanks was tendered Kid“ 
Polk for his attendance at and deep barking 
interest in the meetings of the committee. 

A-vote of thanks was tendered the wmllitia 
f all other, who assisted in the celebra- 

on. 

It was stated that the boathouse was re- 
served for the use of the Mayor aod Coun- 
cil of Ventura, wno were the guests of the 
committee, and for that reason the house 
was closed to the pubiic, 

A vote of thanks was extended to the 
Gr nd Marshal and his aids. 

A vote of thanks was extended to Com- 
modore Skinner. 

1 subject to the call of the 

r. 


“DEATH OF MAJ. HAMLIN. 


He Passes Away at His Home Near 
Covina. 

News was receiyed in this‘tity yesterday 

of the death of Maj. D. W. Hamlin, which 

occurred at his residence, hear Covina, late 


on ‘Tuesday evening, as the result of a pro- 

tracted illuess. 
Maj. Himlin was a native of Ohio, 58 
‘ years of age. fie entered the army as pri- 
vate in Co. E., Twelfth Indiana Infantry 
volunteers, April 17, 1861. After serving 
three years he reéulisted inthe One Hun- 
dred and Thirty-eighih Indiana Infantry 
volunteers, and was made captain of a 
company raised from his own town. He 
was discharged in 1865 aud soon after came 
to this county, where he has since resided. 

In 1888 he was elected tothe office of 
County Auditor, a position which be filled 
with credit to himself and the party which 
he represented. 

The deceased was a member of John A. 
Logan Post and several other fraternal or- 
gauizations, Tue fuuer d. whien will be 
attended by anumber of county officials, 
and the members of the Logan Post, will 
take place from his late residence in Azusa 
at ll o’ciock today. A train will leave the 
city at 8:30 o’clock, and all who desire to 
attend the ceremonies are invited to be at 
the Santa Fé depot at 8:15 o’ciuck. 

At the meeting of the Board of Supervis- 
ors, the tollowiug resolution was offered 


by Supervisor Cook and unanimously 


HEuk As, In the death of Maj. D. W. 
Hamlin this community has lost a respected 
citizen and the county a patriot who’gave 
— services for its protection, therefore 


t 

Ros ved, that the Board of Supervisors 
of Los Angeles county does hereby express 
its sorrow. and extends its sympathy to the 
family of the deceased, and the clerk is 
directed to record the same and forward a 
copy thereof to the widow of the deceased. 

Suitable resolutions of respect were also 
adopted dy the Seventh District Encamp- 
ment, G. A. R., aud Dan Bidweil Post, No. 
140, at Nor walk, which were ordered spread 
onthe minutes of the organizations, and 
copies sent to the widow of the deceased 
cumrade. 


| * 
Last of the Redick Sensation. 
The last of the Charles Redick sensation 
was wiped out yesterday afternoon, when 
the furniture of the old Lillie Stevens 
house at No. 434 Alameda street was re- 
moved by the Speriff. 


It was in this house that young Redick 
was confined for some weeks by his mis- 
tress, Lillie Steveus, before the pair took 
their fiual departure, 

A few days before they left the city, the 
Steyens woman sold the furniture to Red“ 
Rice, the S6G6nd-hand furniture man. He 
sold to Frankie ‘Thompson, who has con- 
ducted the place ever since, but she was 
not successful, and Rice was compelled to 
close down and take the furniture from 


er, . | 

A couple of deputies were detailed yester- 
day to remove it, and they anticipated 
trouble, but the women bad not a word to 
say, and the furniture was removed to the 
atorehouse. 


able body should fix some rule when their 


My statements of the ch th y 
‘commissioners are fr m the records wate The Water Was at a Stand- 


honorable body compiain that 1 bave mis, 


THE SALTON LAKE. 


still Yesterday. 


THE RAILROAD SITUATION 


Superintendent Mulr Corrects Sev- 
eral Silly Reports—Another Party 
to Start Out fram Yuma— 

New Theory. 


The water at Salton was at a standstill 
yesterday, and the railroad people are of the 
opinion that it will soon begin to fall rap- 
idly. 

istant Engineer McKenzie and party 
of the Southern Pacific Company started 
outfrom Yuma early yesterday morning. 
They went in a boat from Yuma down the 
Colorado River. and if they can get from 
the river through the sloughs they will 
attempt to make their way to Salton in the 
boat. 

All kinds of silly dispatches have been 
sent out regarding the damage that may 
overtake the Southern Pacific’s main track 
in case the water reaches it. One was to 
the effect that the company will have to 
build about 100 miles of new track around 
the foo will», thus making the route at 
least 100 miles longer. Superintendent 
Muir was seen yesterday and stated that 
thisisallbosh. Even admitting that the 
water does reach them, they would not 
have to build more than forty miles of new 
track, aud it would not throw them tev 
miles out of the way. This is not at all 
probabie, even admitting that all the water 
of the Culorado is flowing into the desert it 
would have to keep it up for five years to 
reach the main track. 


It was estimated by an expert at Salton, | 


yesterday, that the water evaporates almost 
as fast as it now flows into the desert. The 
Colorado River was falling, yesterday, at 
the rate of three or four inches a day, which 
will soon put it below the level of New 
River. 

TO EXPLORE THE LAKE. 

Yuma (Ariz.,) Juiy 8.—Southern Pacific 
Engineer Swaine arrived here, this morn- 
ing, with an outfit for a trip to explore the 
Salton Lake. Swaine believes Carter’s re- 
port concerning the source and supply of 
the water to be correct. Carter will guide 
the party being familiar with the desert 
region. fhe main part of the crevasse, 
furnishing a large Amount of water from 
the Culor.do, from Carter’s account, will 
req piling to close. Engineer Swaine 
is vf the opinion that the necessary work to 


be done in sbutting out the water will not 
be difficult or expensive. 


— — 
A NEW THEORY. 


The Water Said to Come from the 
Indian W 

J. A. Fillmore, general superintendent of 
the Southern Pacific Company, bas received 
a long letter from D. K. Ailen, editor of the 
Yuma Sentinel, giving interesting data 
coucerning the recent flood in the Colorado 
Desert, and advancing new theories as to 
the cause of the overflow. The conclusions 
reached by Mr. Alien and his opinion are 
concurred in by others who are’ thoroughly 
familiar with the country affected and its 


conditions during — years. The most 
interesting parte of the letter areas follows: 

For years whenever the Colorado River 
has reached the twenty<two-foot gauge at 
the Yuma bridge it would overflow at a 
point twenty-seven miles below Yuina, and 
the water would set back to the west and 
northwest for from twenty to thirty miles. 
lo the great floods of 1862 and 1884 it reach- 
ed the Lagu .a and Big Hole region at In- 
dian Weils, 100 miles west of Yuma, and 
covered that section with water, though the 
volume was less than one-haif of what it is 
at the present time. 

At thattime the Algodones sand bills, 
which lie on the west bank of the river, 
ten miles below Hall Haulon’s (your. sta- 
tion El Rio,) threw the water «ff to the 
eastward and prevented it from overflow- 
ing tue west banks until it reached a point 
thirty miles below Yuma, where it did 
overflow the banks, and set back toward 
New River and the Cocopah range of 
mountains. The water in the flood of 1884 
stood at 28.6, last year it stood at 25.6, aud 
it cut away the hills at Algodones, charged 
the river to the west so as to throw the great 
overflow to the westward twenty miles this 
side. ur north of the vid overfl»w, and gives 
the surplus water a volume ten miies wide 
aud from turee to eint feet deep, which 
enters the great natural canal system of 
New River, a free direct course to lLudi.n 
Wells, with a five mile current, the dis- 
tance being about ninety-seven miles. 
The riverat Yuma is 126 feet above sea 
level, where the water leaves it at Ei Rio it 
is 120 feet above, while the Laguna and 
Big Holes at Indian Wells are r 
feet below the level ef the sea, making a 
descent of 158 feet in the ninety-seven 
miles toIndian Wells, or 117 to the rim of 
the basin, over which the water passes. 

The great flood of February this year 
(river 33.4 feet, nearly five fset nigner th en 
ever before know,) filled the Indian 
region for forty miles square with water 
from two to ten feet deep, and also the 
whole of the Colorado Valley 100 miles 
square with water from two to five feet 
deep. From that time till the present the 
water has been pouri E into that great lake 
section. That region is 224 feet above tue 
Salton salt works, 

All that separates that vastarea of water 
from the Indio or Salton basin is a bank of 
sand nine and one-half feet high and one- 
half a mile wide. The water does not sink 
from the time it leaves the Colorado near 
tne Algodones, five miles below El Rio, 
until it reaches Big Holes and Mud Lakes 
near Indian Wells, where it does sink. 

The Big Hole region, ten miles square 
and near the dividing rim between the La- 
guna or Lake region and the basin at 
Salton, is filled with thousands of holes 
from a foot to eight feet in diameter, with 
no bottom, 80 far as can be ascertained, 
into which the water from the heavy desert 
rains pours for days without filling up. Last 

ear the waer filled this basin in part and 

tran into these thoussnds of holes for two 

months or more. I have carefuliy examined 
these, watched the water as it ran into them, 
and woudered where it went to. Since 
February 25 of this year the water has 
been ruuning into that region, and since 
about March 10 it has been from five to 
ten feet * over that whole region, and 
as a result it has, been pouring down the 
open throats of these thousands of under- 
ground channels. 

a theory of the rise of the water at Sal- 
ton is this: The Laguna region, forty miles 
square, has been full of water since last 
February, and it has been pouring into 
these holes, which with the pressure of 
water above has forced the water in these 
underground channels until it has made for 
itself u channel or passage and found au 
outlet into the basin at Salton. The indian 
Welle basin is thirty-eight feet below the 
sea level and 244 feet above the Salton sait 
works, thus making a descent of 244 feet in 
sixty miles, 

Ou June 24 the water at Big Holes, near 
the river, was withio four feet of the top of 
the sandbank or rim of the basin. I appre- 
bend no danger from, this, as every foot that 
the water rises it must spread over the 
forty square miles of lake already made 
and cover the whole 100 miles square at 
least from six to ten inches deep. ‘I'here- 
fore there can be no immediate danger un- 
less the subterranean passage enlarges so 
as to permit a mueh larger body of water to 
pass through it into the dalton sink. If 
this great volume of water that has run off 
to the west since February does not sink at 
Big Holes and run into Salton underground, 
then where can it go? It the water from 
Salton does not come from this great ele- 
vated lake, then where does it come trom? 

The data given here is the result of. my 
own surveys and observations, made during 
a year's work in that section of the Col- 
orado Valley, which ended some eighteen 
months ago. My views are concurred in 
by my two assistants, D. C. Mendenhall 
aud W. C. Wright. We were there during 
the dryest season ever known, and also saw 
it in the highest water seen since white 
men or live Indians knew it, It is a fact 
that all of that desert country has been 
under water at six difierent periods—three 
times under salt water and three times 
uuder fresh water. The shells and rocks 
’ J apprehend as yet no real danger to your 
ron ara the desert. from the fact that 1 


— — — — 


found the entire rim region, between the 
Indian Weils lake region and the Salton 
sinks, to be c mposed of a tough, hard clay 


struck salt water. oii and quicksind, Into 


raising it in the well. My idea was that it 
found its escape through the quicksand 
currents. The Colorado River, near EI Rio 
r Pilot Kaob, has not changed its course 
fora year. It was and isthe same now 
that it was one year go on June 231, when 
I was there and carefuily ex minedit, A 
few days ago Idid thes me, and found 


samme as one year ago. The reports that tha 
Colorado has broken through its banks, 
changed its course or current at Pilot Knob, 
is the merest bosh. Friends of mine, com- 
petent judges, men who have lived where 
the break in the ba k of the riveris said to 
have taken place, justin from there, say 
that there is nota word of truth in the 
report. I think you will find, when the 
water is finally drawn off from the Indian 
Wells region, that it sinks at Big Holes and 
Mud Lake, where those great wells and 
holes and subterranean passages are known 
to exist, 

I'he journey from here to Indian Wells at 
this season of the year is a perilous one on 
account of the heat. diffipuity in getting 
feed for animais and crossing the many 
arms of New River. 

— — 


THRILLING EXPERIENCE. 


Trip of San Diezo Prospectors on 
the Desert, 

The San Diego Sup gives the following 
experience of two prospectors who were 
caught on the desert by the flood from the 
Colorado: 

W. W. Webb and L. N. Gridley are two 
San Diego men who started from this city 
on the 23d of May with a light wagon, two 
horses and two burros, together with the 
necess ry supplies and implements for a 
prospecting tour on the desert. Then they 
were fair skinned young fellows, and now, 
on their return from the Colorado basin, 
they are tanned like Indians, They are 
also minus a wagon, two burros and most of 
their camp impedimenta. 

Some two weeks or more ago Messrs, 
Webb and Gridley were in camp la a dry 
stough of the New River, about one hun- 
dred and twenty miles northeast of this 
city, A small pool near by furn shed stag- 
nant water, and they set about m king a 
filter for it. While deine this, the siough 
suddeniy began to flil with fresh water, and 
before they knew it, alm st, thay were in 
danger of drowning. The great Colorado 
flood had begun. 

The prospectors shook their traps together 
and started for dry land, which they found 
some three miles away. But they had 
scarcely made a camp when the flood was 
on them and they had to move ag in, and 
still again, swimming their norses over deep 
streams where but the day before had been 
blistering sa ds. They wentthis way and 
that to escape the freshet, their horses and 


to the saudhills about twenty miles from 
Yuma, Here another river was met, 80 
wide and deep that it could not be 
erossed. The sandhills themselves had 
been turn up, and among them the pros- 
pectors found the remains of an Indian 
rancherie, some petrified buman bones, 
olias, petrified wood, and the hair of an ln- 
dian br ve from which the scalp had long 
since rotted, These they put into their 


Wagon and started to renew their search~ 


tor a dry road to civiliz tion. 

The next-course lay west, but the young 
men found the sand hilis hard to get out of 
with the wagon and animals. By sheer 
good luck the thing was done without acel- 
dent, aud in the course of a day or two they 
made camp on a piece ot high ground and 
were joined 4 Indian bucks, «a squaw 
and two children, who were also trying to 
esc pe. These natives examined the relics 
and pronounced the hair to have come from 
the head of an ancient Cocopah. 

After this it was a still more serious ques- 
tiod whether Webb and Gridley could 
escape the water, avhich still rose around 
them, but the march—or wade—was cliver- 
fully resumed, and on the 24tn of June they 
reached an elevation and were surprised to 
find arude fort. This was twenty-five or 
thirty miles north and east of Indian Wells. 
Tue fort, which bad long been abandoned, 
was 300 feet square, its walls six feet high, 
and inside of it were the ruins of a house 
and the charred remains of some heavy 
wagons. Near by was a pool of water fed 
by a spring, in wuich wore fish. Some mes- 


quite trees grew near by, and about the 


locality were honey-bees, coons and various 
other animals. Some game replenished the 
larder, such a8 snipe andared Mexican 
duck, both of which were very abund«nt, 
But there was no abatement of the flood 

and the next day the fort was pretty well 
surrounded by the great but shallow lake. 
Tuen the prospectors set about making a 
boat. Tuey tovk cracker boxes aud fast- 
ened them together with mesquite sticks 
aud stretched their tent over the improvised 
raft, tying it down at the corners. Then 
they embarked, pushing the rude craft with 
long-handled shovels. ‘Che horses were 
led behind, but the wagon and the burros 
were abandoned. The voyage began on 


June 25, and last Friday tue party landed 


at Coyote Holes, on the eastern slope of the 
Cuyamaca range. ‘The heat experienced on 
the latter part of the journey was 140°, 

Yesterday Messrs. Webb and Gridiey re- 
turned to San Diego and this afternoon re- 
counted their adventures to the Sun. They 
say there 18 no doubt that the water comes 
from the Colorado Kiver and think the 
chinne! has been permanently changed. 
This would create an iniand fresh water 
lake. 


BRAVE BOYS. 


Col. Muir’s Two Sons Save a Man 
from Drowning. 

At 7 o’clock Tuesd«y morning, just be- 
fore the East Side army, under command 
of Col, Muir, sailed for home from the 
little town of Avalon, on Catalina Island, 
the place was thrown into a state of ex- 
citement over the mad caper of a young 
tourist named E. C. Steadman, 

Steadman, who cannot swim, put on a 
bathing suit and rushed down to the beach, 
intending, as his friends thought, to paddle 
around in shallow water a few minutes, but 
instead of doing that be took a header into 
water twenty fee: deep. 

Col. Muir’s two sous, Willie and John, 
were on the beaci at the time, and when 
they saw that Sieadman did not come up 
they knew that something was wrong. 
John, who is only 10 years of age, rushed 
to the wharf and cut a boat loose while his 
brother jumped in and started for the spot 
where Sieadman disappeared. John then 
started for the camp, cailing for help. 
Willie soon fished the man up, Dut was 
unable to do auythlus with him, and the 
tenderfoot would probably have goue to the 
bottom in earnest had it not been for the 
arrival of Benjamin Tyler and Wr Mo- 
Keag, who were attracted by young Muir’s 
cries and rushed down to the beach. Both 
boys plunged into the water without taking 
time toremove their clothing, and as 
are R swimmers they soon had Steadm.n 
on the beach, but it was some “time before 
they could bring him around. It was a 
narrow escape aud had it not been for the 

rompt action of the boys he would have 

en meat for the fishes by this time. 

He realized what the 
him and had a photograpu o e fo 
and nen taken and perenne to send 
each a handsome present, 

The boys returned home night before 
last highly pleased with their trip and as 
proud as can be over their adventure in the 
water. 


Price of Sugar Beets. 

Los ANGELES, July 8.—[To the Editor of 
Tus Times.| X. X..“ in your Wednes- 
day’s issue, gives vaiuable information re- 
garding beet sugar, but makes a grave error 
in asserting that the factory will pay $14 to 
$15 per ten for beets. The truth is good 
* for $3.50 to $5 will pay a good 

out. 
Farmers who are willing to work reason“ 
ably bard for a handsome return will suc- 
ceed in beet-sugar cu'ture, but the man who 
believes big stories of purchasing a farm 
with the first crop of beets will, in slang 
parlance, get left. 

A magnificent future is before Los An- 


gelus county in the beet line if her farmers 


grasp their opportunity. X. XX. 


Dr. Valade, the public analyst of Canada, 
says: The Royal is pure. 28 p 


leaves less residuum in the 
other. . 
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that the river’s bed and current were the 


burros swimming or wading, and finally got 


3 
dont. 
stronger, and superior to all others.“. It . 

than any 


ao = 


* UST OUT — Sh le. sixty-six feet in depth we 
— — — — Al 
4 ͤ—öf = — | THE 
| 
| | | At 
| | Chil 
| | | seiz 
| | | Stat 
| | imu 
| bon 
| Cot 
22 | | | | A 
| | files 
| | | sel. 
| | mo 
of 
| | | 
| i 
| | | | To 
— — 
4 | ] 
— | 25 
| | M. 
— | ow 
= : 
| sai 
= | 7 | ' thi 
of 
| 
fo 
| th 
| = 80 
| 1 
d 
— 
ö 
— 
᷑ñUüe'˙,d — 
| | 4 
22 1 ę 
— — 
| | 
| 
— | 
| 
— 
| 
— | 
— 
mn | 
— 
| 
2 | 
.. — — ‘ 
q — 
-2ẽ 
— — — — 
4 — 
| 


blis at 
ne on 
stting 
many 


IOS ANGELES 


TIMES=THURSDAY. JULY 9; 1891. 


THE COURTS. 


The following were peremptorily chal 
lenged by the defendant: J. J. Brill, B. 


Cha mberlin J 


A Libel Filed against the 


— 


Steamer Ituta. 


THE TEXT OF THE DOCUMENT. 


Henry Edelman again on Trial—In- 
corrigibles Committed to the 
Whittier Reform School 
—Court Notes. 


At 10:30 o’elock yesterday morning the 
Chilean steamship Itata was formally 
seized in the harbor of San Diego by United 
States Marshal G. E. Gard of this city, who 
immediately placed one of his deputies on 
board of her, and notified District Attorney 
Cole of his ab tion. 

At 2:30 o’clock in the afternoon the latter 
filed a libel of information against the ves- 
sel, whereupon Judge Ross ordered that a 
monition and warrant of arrest be issued, 
returnable on Monday, September 14, at 11 
o’clock a. m., which was done. The libel 
of information referred to, reads as fol- 
lows : 
ln the District Court of the United States 

in and for the Southern District of Call- 

fornia. January term, 1891. 

To the Hon. Erskine M. Ross, Judge of the 
District Court of thé United States for 
the District aforesaid. 
Be it remembered that on this 8th day of 

July in the year 1891, before Hon. Erskine 

M. judge as aforesaid, comes in his 

Own proper person Willoughby Cole, at- 

torney for the United States for the afore- 

said Southern District of California, and in 
the name and behalt of the United States, 
opounds and gives the said judge to un- 
erstand, and alleges: That on the 8th day 
of July in the year afores id, and on 
waters which were navigable from the sea 
by vessels of ten or more tous burden 

George E. Gard, Esq., United States Marshal 

for the Southern District of California,did, t 

the port of San Diego ln the State of Call- 

fornia and within this District, seize the 
steawsbip called the ltata, and now hath 
the same in bis custody at the said port of 

San Diego in said Southern District, as 

being forfeited for the causes hereinafter 

mentioned, to-wit: 

For that heretofore, to wit: on the 8th 
day of May 1891, within the, limits of the 
United States and upon waters ot the Pac- 
ific Ocean and navigable by vessels of ten 
tons burden and upwards, and within the 
jurisdiction of the United States and within 

tro miles from the Island of San Clemente, 

an island within the limits of the State of 

California and within the jurisdiction of 

this court, one Pedro Mannzen, aud divers 

other persons to the said attorney un- 
known, did unlawfully ft out and arm said 
steamship or vessel called the Itata, with 
intent that such stearuship or vessel should 
bo employed in the service of certain for- 
eign people, viz: certain inhabitants and 
citizeris of the Kepublic of Chile. then or- 

— aud banded together in large num- 
rs and in great force and engaged in 

open armed bostilities and attempted rev- 

olution against the Republic of Chile and 


the lawful government thereof, said insur- 


gents being known as the Congressional 
party, to cruise and commit bostilities 
against the citizens and property of a for- 
eign State, viz: the Repnbiic of Chile; with 
which republic the United States then 
were and bow are at peace, contrary to the 
form of the statute in such case made and 
rovided; whereby by force of the statute 
n such case made and provided the said 
steaniship Itata, her tackle, and apparel 
furniture became and are forfeited to the 
uses in suid statute preseribed. 
And also for that hetofore, viz.: On the 
Sth day of May, in the year 1891, within the 
limits of the United States and on waters 
of the Pacific Ocean navigable by vessels of 
ten tons burden and upward, witnin the ju- 
risdiction of the United States, and within 
about two miles from the isiand of San 
Clemente, an island in the Pacific Ocean 
within the limits of the State of California, 
in said Seuthern District, and within the 
jurisdiction of this court“ one Pedro Mann- 
zen, and divers other persons to said attor- 
ney unknown, were unlawfully concerned 
in the furnishing and fitting out of a certain 
Steainship or vessel called the Itata, with 
intent that such vessel should be employed 
iu the service of certain foreign people, viz: 
Certain inhabitants of the Republic of 
Chile, there organized and banded together 
in large numbers and in great force and in 
open armed hostilities and insurrection 
against the said Republic of Chile, and the 
lawful government thereof, said insurgents 
being known as the Congressiona! party, to 
cruise and commit hostilities against the 
citizens and property of a foreign state. 
yiz., the Republic of Chile, with whith the 
United States then were and now are at 
peace, contrary to the form of the statute in 
‘such case made and provided, whereby by 
force of the statute in such case made and 
provided, the said steamship or vessel 
culled the Itata, her tackle, apparel and fur- 
niture have become and are forfeited to the 
uses in said statute provided. 
And also for that heretofore, viz.: on the 
6th day of May. 1891, within the limits of 
the United States, viz.: atthe port of San 
Diego, in the State of California, in said 
Southern District, and within the jurisdic- 
tion of this court, one Pedro Mannzen and 
divers other persons to said attorney un- 
known, were unlawfully concerned in the 
fitting out and furnishing of a certain 
steamship or vessel called the Itata with 
the intent that such vessel should be em- 
ployed in the service of a certain foreign 
people, viz.: certain inhabitants of the Re- 

public of Chile, thén organizedand banded 
together in large numbers and great force. 
and engaged in open armed hostilities and 
attempted revolution against the said Re- 
public of Chile and the lawful government 
thereof, and known as the Congressional 
party, to cruise and commit hostilities 
against the citizens and property of a for- 


_ eign state, viz.; the Republic of Chile, with 


which republic the United States then 
were and now are at peace, contrary to the 
‘form of the statute in such case made and 
provided, whereby by force of the statute 
in such case made and provided the said 
steainship Itata. her tackle, apparel and 
furniture have become and are forfeited to 
the uses in said statute prescribed, 

And the said attorney of the United 
States, on behalf of the said United States, 
Saith that all and singular the premises 
aforesaid are and were true, public and no- 
torious, of which due proof being made, the 
bald attorney prays the usual process and 
monition ef this court in this behalf; and 
that the person or persons interested in the 
before mentioned steamship Itata, her 
tackle, apparel and furniture, may be cited 
in general and special to answer the prem- 
ises, and all due proceedings had thereon 
that the said steamship, her tackle, apparel 
and furniture may, for the causes aforesaid, 
and others appearing, be condemned bv the 
tzentence and decree of this court to be 
forfeited to the use of the said United 
States, according to the form of the statutes 
of the United States in such case made and 

provided. WILLOUGHBY Corx, 
nited States Attorney for the Southern 

Disirtct of California. 
It will be noticed that no mention is made 
in the various counts of any violation of 
the navigation laws by the Itata, that being 
acivil matter entirely, which has already 
been disposed of by the acceptance of a 
fine in the sum of $500 by the Secretary of 
the ‘Treasury. 

EDELMAN AGAIN ON TRIAL. 

The trial of Henry Edelman, formerly 
clerk of ex-Judge Cheney’s court, upon the 
charge of presenting a false and fraudulent 
claim upon the county for allowance, pre- 
ferred against him several montus ago, 
came up for trial before Judge Smith in 
Department One of the Superior Court at 10 
o’clonk yesterday morning. 

District Attorney Me Lachlan and his as- 
sistant, C. C. McComas, Esq., represented 
the peoasention, while Hon. 8. M. White 
and H. T. Gage, EKsq., appeared as counsel 
for the defendant. 

After the Court had disposed of a few ex- 
parte matters, the work of securing a jury 
was commericed, but at 3:45 o’clock in the 
afternoon the panel had been exhausted, 
and a special venire for ten more talesmen, 
returnable at 10 o’clock this morn ne was 
renee. and the case continued until that 

our. 

Of the twenty-eight talesmen examined 
yesteruay, the luiiowing were excused b 

e Court for cause: D. Jones and H. ©, 

alley. ‘The following were challenged for 
cause andthe challenge allowed: 
Campbeil, H. D. Burrows, J. L. 

. C. Parriab, J. Mead and H. 


Mansfeld, 
B. 


| 


Grove, 
Clinton 8 W. 
ams and 8. Morton. the le: 5 

® following ten jurors being accepte 

by both sides, were duly sworn ip to try the 
case: James Entwistie, W. ©. Hooker, 
James Hanley. L. C. Butler,. W. D. Me- 
Lure, E. C. Cranston, I. B. Lovell. 8. A. 


Waldron, G. W. Tubbs and J. K Breniger. | 


On motion of the District Attorney, an 
attachment was issued for three defaulters, 
F. I.. Forrester, J. L. Mansfield aud 8 
Waldron, who, when brought into court, 
were severely reprimanded from the bench. 

INCORRIGIBLES COMMITTED. 

Eddie C. Van Slyke, aged 16, and Mattie 
M. Lawson, aged 14, two incorrigibies, were 
yesterday committed by Judge Smith to the 
State Reform school at Whittier, the former 
for two and the latter for three years. 

The boy was committed on complaint of 
his father. D. S. Van Slyke, a painter, re- 
siding at No. 322 Kuhrts street, who alleged 
thathe was unable to control his son’s 
actions, as he did not liveat home, but went 
off fur weeks at a time with a gang of 
vicious boys. He had several times been 
arrested for various misdemeanors, but was 
completely incorrigible. 

‘The giri’s ease was a very sad one. Al- 
though under 14 years of age, she 
is to all intents and purposes already 
a vagrant, as for almost a year 
past sie has been wanderlug «bout without 
proper guardianship, her father having de- 
serted his wife and fainily some time ago, 
and her mother being a siave to drink, and 
therefore incapable of attending to ber 
maternal duties. Three times has the girl 
been committed to Mrs, Watson’s Home, 
butas mauy times has she effected her 
escape and returned to her old haunts. A 
few nights ago her mather appealed to the 
police, claiming that the girl was hiding in 
the shell store on Main street, near Third 
street, and that she hed by peeping through 
a keyhole, seen her on a bed with the man 
who runs the place, The girl subsequently 
confessed that she had, for over a year past, 
had intercourse with this and other men. 
Judge Smith in committing the child ad- 
ministered a lecture to the juvenile defend- 
ant, which, however, appeared to have lit- 
tle or no effect upon her, 


Court Notes. 

Judge Ross in the United States Circuit 
Court yesterday morning denied the appii- 
cation of the Lnterstate Commerce Commis- 
sion for a preliminary injunction against 
the Atchison, Topeka and Santa Fé Kail- 
road Company etal., and ordered that con- 
missions issue for the taking of depositiens 
at San Francisco, Topek and Chicago, the 
petitioner being allowed twenty days in 
which to obtain testimony, and defendants 
thirty days thereafter, they stipulating so 
far as it was in their power to waive repli- 
cation. 

On motion of the District Attorney the 
case against Ahlon, recently convicted by 
Police Judge Owens of selling a lottery 
ticket, but granted anew trial on appeal, 
was dismissed by Judge Smith yesterday, 
the evidence being insufficient to warrant 
a conviction. 

The following cases were set for trial by 
Judge Smith in Department One yesterday 
morning: James Lee and Charles Pre- 
panier,.two railro.d men, charged with 
robbery from the person of a baker, on Au- 
gust 24 next; Mary Blondell, a prostitute, 


charged with grand larceny, on August 26 


next, and H. C. Jackson, charged with 
obtaining property from the Black Diamond 
Coal Company by means of false repre: | 
sentations, on August 28 next, 
Judge Clark’s vacation commenced yes- 
terday, and he will leave for the Kast today. 
During his »bsence all probate business 
will be transacted by Judge Smith on Tues- 
days only, until Judge Shaw returns, when 
he will take care of it temporarily. Clerk 
Lowry will be on hand in Department Two, 
mean while, to take charge of notices, etc. 
ln Department Four yesterday afternoon 
the case of the Southern California Na- 
tional Bank against H. S. D. Fulton and 
others, which had been transferred from 
Department Two, e me up for trial before 
Judge Van Dyke to whom, at the close of 
the testimony, it was submit 
The case of G. Saizmin against Julia E. 
Cannon, a suit to foreclose a mortgage for 
$2450 — for hearing before Judge 
Van Dyke iu Department Four yesterday 
morning and defendant having allowed the 
mattertogo by default, judgment anda 
decree in favor of plaintiff were ordered as 
prayed for in the pleadings. ; 
Mrs. Blanche E. Watkins was yesterday 
granted a decree of divorce by Judge Van 
Dyke, from J. B. Watkins, on the grounds 
uf desertion. The defendant, who allowed 
the — to go by default, was not repre- 
sen 


New Suits. | 

Among the documents filed with the 
County Clerk yesterday were the prelim- 
inary papers in the following new cases: 

Daniel Frgeman vs. Walter Jaweson et al., 
suit to foreclose a contract for the purchase 
of alot at Ingiewood,a balance of $450 
being alleged to be still unpaid thereon. 

The people of the State of .California vs. 
Pamela Hagar and A. J. Squire, suit to re- 
cover the sum of $10000n an undertaking 
of bail, forfeited by James Hag r. who 
failed to appear on May 15 last, when bis 
case was called for trialin Department One. 

L Tung filed a petition for letters of 
administration to the estateof Law Gow, 
who died on August 25 last, at San Fran- 
cisco, leaving a leasehold interest in certain 
real property in this city. 


CHAMBER OF COMMERCE. 


Increased Demand for Printed Mat- 


ter—What is Called For. 

There were many inquiries at the cham- 
ber, yesterday,by the numerous visitors, for 
locality printed matter. The information 
desired seems to lead toward the cultiva- 
tion of lemons. The frequent notes pub- 
lished of late on the subject attracts atten- 
tion of the home-seekers, and he looks to 
the chamber for some reliable information, 
which is very hard to give, as no one has 
seen the necessity of writing up “Profits of 
Lemon Culture.” A little book on this 
subject would be in greater demand just 
now thaa “Fish on Orange Culture.“ One 
ou olive culture would also take well; and 
how to raise walnuts would be called for 
many times during the day. If anyone 
will take the hint the chamber will gladly 
distribute the books. 

The donations yesterday from Cahuenga 
were figs from Mrs. O. berts, and 
tomatoes from H. R. Chewn; from Park 
Station, Peerless potatoes weighing two 

unds wach from W. R. Dedring; from 

ernon, suger-beets from C. Merrill; from 
Big Rock .Irrigation District, apricots, 
ches, plums, apples and figs, raised on 

I. Carter’s place. 

G. B. Adams of Alhambra sentina fine 
exhibit of goiden raspberries. They seem 
to surpass the old-tashioned reds in flavor, 
and yield better. 

‘The chamber shipped Maj. Truman’s Chi- 
cago exhibit, four cases of fruit and vege- 
tables yesterday, making twenty-five cases 
the past month. | 

The general committee in charge of the 
Chicago exhibit will meet at the chamber 
today at 10 a. m. 

The chamber has issued a classified list of 
the members, togethere with a brief résumé 
of what has been ccomplished, which is 
quite an effective piece of work. 

The reguiar monthly meeting of the 
chamber will take place tomorrow evening 
at 8 o’clock. ‘This being the regular semi- 
annual meeting, reports for the period of 
the half year will be read by the officers of 
the organization. 

The committee appointed at the last 
Special meeting to nominate delegates for 
the Southern California World’s Fair Con- 
vention, to be heid July 16, will make its re- 
port, and the delegates will be elected. 

There will be a discussion of the matter 
of the recent increase in transcontinental 
freight and passenger rates. 

A committee appointed ata recent meei- 
ing of the board of directors to consider the 

uestion of the insurance rates prevailing 

roughout the Coast, will make its report. 


“Lum” in Luck Again. 

The many friends of Charles F. Lum- 
mins will be rejoiced to know that he has 
recovered the uée of his left arm and hand, 
which had been paralyzed for three years 
and seven months: Without any precon- 
vietion of the good fortune in store. Mr. 
Lummis noticed, on the 5th inst., that he 
could weve his left band. The sense of 
feeling has not yet returned to the ailing 


=e be 


member, but spat will no doubt follow gon, 


Farnst, M. P. 
Richmond, S. M. Ad- 


LONG BEACH. 


The manufacturers of 


Yesterday’s Proceedings of 


_ the Epworth League. 


THE ANNUAL LEAGUE ADDRESS 


Eloquent Discourse by Dr. Hallen- 
beck—Reception Last Evening 
—Musical and Literary 
Programme—Notes. 


Quite a number of people went to Long 
Beach on the morning train yesterday to 
attend the assembly, remaining during the 
day and returning on the special train last 
night. 


The Epworth League classes met as usual 
at 9 o’clock. 

The first address of the day was given at 
11 o’clock by Der. Ilallenbeck on “New 
Hewn Timber. This was the annual ad- 
dress tothe league. He paid a high com- 
‘pliment to education when he said: “A 
common school education increases a man’s 
ability 50 per cent., academic 100 per cent., 
and collegiate from 100 to 300 percent.” His 
greeting tothe Long Beach Assembly was 
as follows: ‘‘Members of this league, we 
are one community and one order, from the 
East and the West, and we stand united for 
the building up of the kingdom of Jesus 
Christ.“ 


EVENING SESSION. 

At 5 o'elock last evening the citizens of 
Long Beach gave a reception to visiting 
Epworth Leaguers. Some 300 members 
were present to partake of the city’s hospi- 
— ‘Refreshments were served and im- 
mediately thereafter K. A. Healy, pastor of 
the Long Beach Church, welcomea the 
guests to the place where they could see 
one of the biggest things in the world—the 
Pacific Ocean, and enjoy one of the best 
things in the weria—the fruits of the 
Leaguer’s Assembly.“ 

Responses were given by Dr. W. H. With- 
row, Epworth League secretary for the Do- 
minion of Canada; J. W. Hallenbeck of 
Carson City, and J. Manly Benson of To- 
ronto. Other responses made were as fol- 
lows: Our Publishing Iuterests,.“ P. II. 
Bodkin; “Ihe League and Prohibition.“ 
D. H. Gillan of Boyle Heights; Tue 
League and Churen Music.“ G. M. Cole of 
Pasadena; The Work of the League in the 
Fourteenth General Conference,” Superiu- 
tendent G. L. Cole. 

The concert by the Oaklins of San Fran- 
cisco held the boards for the evening. _ The 
followinpg was the programme: 

Overture—Prof. E. M. Wailenburg. 

‘Trio—Miss Gray, Miss Noble aud Mr. 


ert, 

W bistling solo—Miss Judd. 

Bass solo, Rocked in the Cradle of the 
Deep.“ —Frauk Hart. 

Recitation, “Whistling in Heaven“ 
Miss Zonoma Grey. 

otal solo—Miss Pearl Noble. 

Piano solo— Prof. Wilbartiiz. 

Indian club swinging— Frank Hart. 

W histiing solo—Miss Judd. 

Reading, “P: p.’s Letter“ Miss Gray. 

Cornet solo— Miss Peari Noble. 

Quartette. “Hear Dem Belis’—Mr. Hart 
and Misses Gray, Noble and Judd, 

The concert was somewhat novel in that 
it was mere than a concert, The vocal and 
the instrumental work were of a high order. 
Then Miss Judd, the whistling girl.“ 
7 that she was adle to meet mau in 

is exclusive art, and worst him ia the en- 
counter. 

Mr. Hart’s Indian-club swinging was 
done with greatest ease and gtace and 
many of his best movements were viewed 
with an admiration that called forth ap- 
plause. 

Miss Zonoma Grey not only has a fine 
eontralto voice, but one equally well 
trained for elocutionary work, as she so 
skillfully portrayed in her encore, “Wha t’s 
an Anthem.“ Her gesture and ;movement 
showed her a careful student of Delsarte. 

Pearl Noble is a vocalist and cornetist 
and as each an artist. 

A large audience Was entertained by the 
performance, 

NOTES. 

W. H. Withison, D. D., of Toronto, the 
Secretary of the League forthe Dominion, 
has arrived at Long Beach and will extend 
to this league the greeting of the Canadian 
leagues, 

Rev. and Mrs. G. W. White, of San Ber- 
nardino, are«tthe assembly for his sum- 
mer vacation. 

Rev. and Mrs. F. M. Warren, of Vernon, 
have a cottage on the grounds, 

A good number were present yesterday 
morning at 8 o’clock to enjoy Mrs. Armour’s 
on »The Work of the Holy 

pirit. 

Rev. W. A. Wright, of University, is in 
charge of the 9 o’clock Bible class. Christ- 
lans and studeuts of various creeds assem- 
ble at this hour to stuay the life of Christ, 
and many are the theories dicsussed, both 
orthodox and heterodox. 

R. M. Clancy, the indian missionary, has 
on exhibition a large collection of Buddhist 
idols and Burmese and Hindoo curios. 
While explaining these, speaking of the 
strength of the Catlin woman, ne said: 
ue will carry a flve-gallon pot of water on 
her head, a baby under one arm, the bucket 
and rope for drawing the water in the other 
hand, to say — | of some five pounds of 
bangles on their ankles and toes.“ 

TODAY’S PROGRAM 

The following is today’s programme: 

8a.m. Devotional hour—L, J, Reynolds, 

9a.m. Children’s bour. 

9 . m. School of the English Bible. 

10 a. m. Conference of pastors’ wives, 
Mrs. Thomas Stalker presiding, - 

lla.m. Lecture: “ihe Existence of God 
and Natural Necessity of a Revelation 
from Him“ I. D. Driver, D. D., Eugene, Or. 

3 p. m. Young people's service: Tue 
Compensation of Christ Service,” Miss Eva 
Walton, 

7:30 p.m. Entertainment given under 
Prot. Henry Ludlam, president of Ludiam 
School of Oratory, 


LANKERSHIM RANCH. 


A Dispute Sald to Be Raised about 
the Boundaries. 

Yesterday afternoon it was reported on 
the streets that a number of persons had 
left the city for the purpose of “squatting” 
on the Lankershim ranch. It was claimed 
that there was some dispute about the 
boundaries{and that these parties intended 
to try and enter the land in dispute as Gov- 
ernment claims, Just what there is in the 
story could not be ascertained, asthe Land 
oflice was closed, and Mr. Lankershim was 
out of the city. 

Mr. Lankershim will probably return to- 
day, when the facts can be ascertained. 

There was a good deal of talk last even- 
Ing, but no one seemed to know anything 
definite, beyond the fact that it was stated 
in a general wy that persons had left the 
city io try and take up the disputed land 
and that others were preparing to go, 

Fleming’s Sentence. 

Los ANGELES, July 8—[To the Edi 
of Tun Times,} Since a number of arti- 
cles have recently appeared in our city 
papers, tending to influence the mind of 
the public against the wisdom and justice 
of Judge Smith’s decision in the case of 
Anna Petersen against 8. J. Fleming, the 
members of the Central Woman’s Christian: 
Temperance Union of Los Angeles feel it 
to be their duty to publicly express their 


approval of that decision, whereby a 
man of social influence and one 
who has stood before the people 


as a teacher of spiritual and moral truths, 
has had pronounced upon him, an enemy of 
purity, a punishment which will impress 
upon such men the fact that the better por- 
tion of the community abhors such sins. 

It is a matter for congratulation that we 
have upon the bench some judges who have 
the moral courage to mete outto men who 
are proven acl of such offenses, merited 
punishment, e need more of the same 
clear-cut justice, 

Executive CoMMITTEE oF W. C. T. U. 


The Italian troubles have diverted 
American travel from Rome, and the 
shopkeepers say their losses have been 
very large. 


Health Ofhcer McGowan says the Royal 
Baking Powder as far as purity and strength 


| baking powders of fhe United 


are concerned, stands at the head of the 
States, 


— = — — 


— 


Cuevecano’s Superion Baxine Powner 


under oath, state that the only ingredients composing 


their powder are 7 


purities of any kind, 


CrkvRLAND Baxinca Powper Co., 


[Signed] -. 


Ciry AND County or New York, 
STATE OF NEW York. 


attached is true. 


— 


highest test grape cream ot tartar, 
the best bicarbonate of soda, and 
the least possible quantity of flour, 


compounded with the greatest care and accuracy; and 
that it is absolutely free from ammonia, alum, or im- 


Personally appeared before me C. N. Holt AND, 

President of the Cleveland Baking Powder Co., and being 

sworn says that the above statement to which his name is 


C. N. Hoaciann, President, 


JAMES JOHNSTON , 
Notary Public, New Vorl. County, 


4 
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IN SOCIAL SPHERES. 


[News intended for this department should 
be furnished promptiy. and sent addressed 
‘Tue Times—Society News,” accompanied by 
the name of the sender as a guarantee. 
Write briefiy and plainly, giving the facts 
without needless verbiage. | 


A WRECK ON BROADWAY. 

This was the way it happened. She was 
spinning up Broadway—a fair girl bicycler 
whose wheeling record shows fewer head- 
ers“ than any feminine ’cycler in Los An- 
geles. But she came to woe last Tuesday 
afternoen, and all because she doffed for 
the nonce her jaunty flannei, scant-skirted 
’eycling habit, and ‘wore instead an ac- 
cordeon-plaited skirt, with a white shirt 
front and a biazer. Isu't she a daisy” 
sang out a street Arab as she spun past, but 
alas, her glory was short-lived, for, just in 
frontof the city building, a light breeze 
swept the airy skirt over the flying wheel, 
it caught, was wound up in the twinkling 
of an eye, and in just four seconds girl and 
bicycle were an indistinguishable 
heap on the pavement. No less then 
sixty men suddenly seemed to spring up 
from the earth, for just before not more 
than half a dozen were in sight; the cable- 
cars stopped, the young men playing tennis 
across the street stood with bated breath, 
the very newsboys stood and gazed in silent 
awe, aud then a multitude rusned to the 
rescue; but before one ot them reached the 
wreck that girl bad caimly risen to a sitting 
posture.on the sidewalk and was trying to 
detach her skirtsfrom the wheels, but it 
‘was no use. Two men tugged and 
twitched atthe unyieiding fabric till they 
were red in the face, and it was fully ten 
minutes before the young lady was released. 
She was a pretty, tall, straight blonde, and 
except that her cheeks werea trifle pinker 
than usual, she was asc im and collected 
asa May .morning. “Who can lend me 
some pins?” she asked quietly of the 
grou of masculines as sbe tried to 
repair damages, and if you'll believe it, but 
two pins could be raised in that crowd of 
sixty men and boys. But with a woman’s 
tact she pinned up the rent, putting those 
two pins where they would do the must 
good, thanked the men kindly for their 
assistance, mounted her wheel and rode 
away. That's the kind ofa girl I like to 
see,” said a bystander. Now, sume women 
would have took on and made a terrible 
fuss and.hid toe sent homes s hack. 
This one showed common sense.” And 
every one echoed the sentiment, à little 
street g min giving vent to bis admiration 
in a whoop. The Awerican girl is always 
equal to emergencies. 

AFTERNOON LUNCHEON. 

Mrs. F. R. Warner gave a very charming 
luncheon yesterday at her lovely cottage 
home on South Hill street. ‘The pretty 
parlors were brightened with rare flowers 
in vases; a cosy niche in tne h ll held a 
jar of magnoiia blossoms and glossy green 
leu ves. in the dining-room tbe colors 
were confined to red ana white. Roses in 
these two shades furmed a mound in the 
center of the table aud Carnations made in 
tiny boutonnieres graced each lady's plate. 
Kose gerauium leaves lent the necessary 
touch of verdure and perfumed the whole 
room with their fragrance. The following 
were thé invited gueats: Huge. R. M. 
Widney, M. H. Williama, C. D. Howry, J. 
E. Murr y, W. J. Brown, H. G. Otis, O. II. 
Churchill, W. W. V daey. Dr. Moore, M.. 
VDannison, R. 8. Cantine, ida M. Knos. 
W. A. Knighten, C. E. Brown, Mrs. Keiser 
of Chicago and Miss EK. Fannie Pierce. 

MARSCHUTZ-WOLFSTEIN, 

A very elaborate wedding was that which 
solemnized the marriage of Miss Hattie 
Wolfstein, daughter of Mr. and Mrs. II. 
Wolfstein, and 8. G. Marschutz. the well- 
known young optician of this ~~ About 
forty guests assembled at the Wo 
resitience, 1012 South Hope street, last 
evening to witness the nuptials, The rooms 
were handsomely decorated with flowers 
and greens, A superb weddiug-bell of 
white ruses swung frem the alcove under 
which the couple stood while the ceremony 
was pronounced by Rey. Dr. Blum. ‘livy 
ciusters of roses and ferns were fastened on 
the lace curtains with charming effect, and 
vines wreathed doorways and windows. 
‘The manteis were massed with pepper 
boughs and pink roses. The bride, who is 
a Vivacious, pink-cheeked bionde, wore a 
beautiful bridal robe of white faiile silk, 
trimmed with liene de sole richly em- 
broidered. 

A suinptuous wedding feast was served 
in the dining-room from two long tables 
loaded with the delicacies of the season. 
Everything that the expertenced mind of a 
caterer could suggest was in abundance. 

Up stairs inaside room the wedding 
gifts were displayed. There were elegant 
plush chairs, silver and china of the most 
delicate workmanship, bronze figures, costly 
pictures, engravings, pastels aud water 
colors, easeis, a beautiful piano lamp, a 
marbie clock, a maguificent mar- 
die pedestal capped with a bronze 
fivure, table liven of the most ex- 
quisite finish. ‘lhe groom’s present to his 
bride was ap elegant gold watch ana chain 
set with gems. A number of valuable 
checks were also received, Congratulatory 
cabiegrams from the relatives of the croom 
across the seas expressed the warmest in- 
terest in the occasion, and numerous tele. 
grams were received from distant friends. 
Among the guests present were: Mr. and 
Mrs. J. Wolistein aud Miss Irma Wolfstein 
of Napa, Mr, and Mrs, Clayberg of San 
Francisco, Mr. and Mrs. Sanders, Kev. and 
Mrs. Bium, Mr. and Mrs, Salkey, Mr. and 
Mrs. Eugene Germuin, Mr. and Mrs. E. 
Baer, Misses Bertha, Helen and Mathilda 
Roth, Jennie and Eva Greenbaum, Sara 
Rosenbach, Rosa Kalisher, Bella Neubauer, 
Mamie Meyer, Helena Fleishman, Tillie 
Kline, Norma >aikey, Hannah Clayberg of 
San Francisco, Messrs. A. Neubauer, W. 
Levy, M. R. Levy, Gotthelf. Golsch, Her- 
man and Max Goldschmidt, 8. Spier, 8. 
Wolfstein, E. Woltstein, N. Strassburger 
and Dr. A. C. Rogers. 

Mr. and Mrs. Marschutz leave today for 
Coronado for a short bridal trip, after 
which they will return to reside in this city, 
where they have hosts of friends. 

HOLTZ-FOUCK, 

There wasa very quiet wedding yester- 
day at 2 o’clock p. m., at the rooms of Mrs. 
Harvey in the Van Nuys Block, No. 326 
South Main street, on the occasion of the 
marriage of Miss Selma Fouck and Charles 
A. Holtz. The ceremony was performed 
by Rev. Dr. Chichester, in the presence of 
a few frinds—Mrs. Harvey and Miss Fouck 
(sister of the bride), Mrs. Battey, Mr. and 
| Mrs, C. E. Wenger, Miss Cunningham, Miss 
Will and Charles Matson, 

A TRIP TOCATALINA.”. 

A party consisting of John Mallgren and 
family, John Jensen aud family, Miss U. 
Victor, Miss A. Duffy, Ben Gibson, A. 
Sederland. O. Anderson, B. M. Baker, H 
| and H. G. Johnson were 


Elis, C. Jorgensen 


* 


— — 


stein 


, Commercial St. 


the guests of Commodore Wedding of the 
yacht Nellie of San Pedro, last week. 

The genial Commodore with the party 
set off for Catalina and after a fine sail |: 
landed them on the isthmus, There were 
several lines cast from the yacht, and excel- 
lent success was met with in zatching al- 
bicore. Sunday was spent at the old bar- 
rackson the isthmus, and in the evening 
music was rendered by members of the 
arty and several others who were camp- 
ng on the is aud at that point. On Mon- 
day the party started on the return trip and 
after a delightful sail, reached home. The 
trip wasa most pleasant one, the fishing 
being all that the most devoied disciple of 
Isaak Waiton could ask, and me distance 
to San Pedro was made in two hours, and 
thirty-five minutes. The success of the 
whole affair was due in a very great meas- 
ure to Commodore Wedding, without whom 
there would have been comparatively little 
pleasure. 
NOTES AND PERSONALS. 

Mrs. F. 8. Hicks goes to Redondo this 
week to spend the summer. : 

Mrs. J. S. Slauson sailed from San Fran- 
cisco yesterday tor Alaska. 

Mrs. J. T. Sneward will spend some time 
with friends in San Diego this summer. 
Mrs. B. C. Weir and Miss Belle Crump 
left last night for Saa Francisco on an ex- 
tended visit. 

E. H. Bradley and family, Rey. and Mrs. 
R. S. Cantine and Mrs. H. HI. ilecox are 
camping out at Millard’s Canon. 

The ladies of the Second Christian Mis- 
sion will give a lawn social at the home of 
J. T. Schaefer, No. 1009 Patrick street, East 
Los Angeles, Friday evening, July 17, to 
which a general invitation is extended. 

Mrs. Edwards, a niece of the late Gen. E. 
D. Baker, and her daughter, Miss Mar- 
guerite Edwards, one of San Francisco's 
mot charming buds, are at Mrs. Whipple’s, 
corner of Second and Hill streets, for a 
short time. 


Gratif,ing to All. 

The high position attained and the uni- 
versal acceptance and approval of the 
pleasant liquid fruit remedy, Syrup of 
Figs, as the most excellent laxative known, 
illustrdtes the value of the qualities on 
which its success is based, and are abund- 
antly gratifying to the Califoruia Fig Syrup 
Company. 

FREE! 

FRBE! 

FREE! 

Cool and Delicious 

Arcadian 

Ginger Ale, 

Sarsaparilla and 

Mineral Water. 

Goto SEYMOUR & JOHNSON’S and get an 
ice cold drink of it free, 


TO LET—Flais; the haudsome new brick 
block on E. Third street, just off Main. rents 
im unfurnished suite of 2, 3. ö and 6, each tam- 
ily enjoying the comforts of home; first-class 
Samiiary arrangements; sunny. well venti- 
lated. Apply toowner, Mrs. Dr. Wells, 233 N. 
Broadway The Clifton. 


Bad Blood. 


Impure or vitiated blood is 
nine times out of ten caused 
by some form of constipation 
or indigestion that clogs up 
the system, when the blood 
naturally becomes impreg- 
nated with the effete matter. 
The old Sarsaparillas attempt 
to reach this condition by at- 
tacking the blood with the drastic mineral 
“potash.” Joy’s Vegetable Sarsaparilla is 
modern. It goes to the seat of the trouble. 
It arouses the liver, kidneys and bowels and 
invigorates the circulation, and the impuri- 
ties are quickly carried off through the natu- 
ral channels. 

Charles Lee, at Beamish’s 
Third and Mankct Sts., S. F., 
writes: „I took it for vitiated 
blood and while on the first 
bottle became convinced of 
its merits, for I could feel it 
was working a change, It @ 
cleansed, purificdand braced 
me up generally, and cvery- 
thing is now working full and regular.” 


J ys Vegetabic 

00 Sarsaparilla 
Sold vy OFF & VAUGHN, the Druggist, 

northeast corner Fourth and Spring sts. 


Teeth Extracted Free 


FROM 8 TO 9 A. M. 


Bridge Work a Specialty. 
Gold or porcelain crowns, 85. 
Seis of Teeth, upper and lower. 811. 
Set of Teeth, upper or lower, 87. 
Teeth filled with gold, tl and up. 
Teeth filled with gold allov, 750 aud up. 
Teeth flled with silver. ö00 and up. 
Teeth filled with amalgam, 50e aud up, 
Teeth filied with cement, 500. 
Teeth cleaned, (0c and up. 
Teeth exiracted without pain by use of 
gas, 8. 1. 


All Work Warra nted. 


DR. C. H. PARKER, 


CORNER BROADWAY AND THIRD STREET. 


~~. (Entrance on Tulrd st. 


THE W. H. PERRY 
Lumber and Manuiacturing (0. 


-! LUMBER YARD AND PLANING MILLS, 


Los Anceles 


8 — 


KALSOMANING AND PAPERING. 


Main Street Savings Bank and Trust Co, 


A Corporation organized under the laws of the State of California, incorporated 
October 28, 1889, at tne close of business, June 30, 1891. 


RESOURCES : 


Cash on hand and due from banks and banker 58,381 04 
8553, 254 03 
LIABILITIES: 
Interest collected.......... ode 18. 840 50 
145380254 0 


ETATE OF CALIFORNIA, 
County of Los Angeles, ss 
James B. Lankorshim, President, and F. W. Devan, Cashier of the Main Street 

Savings Bank and Trust Companv. being duly sworn. each for himself, says: That 

the foregoing statement of the actual condition and tbe value of the assets and liabil- 


ties of the Main Street Savings Bank and Trust Company at the close of business, June 
Dth, 1891, is true. 


‘ JAMES B. LANKERSHIM, President. 
FRAM V. DeVAN, Cashier. 


Subscribed and sworn to before me, this 30th day of June, 189), 
D. LIST, 
Notary Public in and for the county of Los Angeles, State of California 


mat'ers conta ned in the foregoing report. and 
thing therein contained, is true to the best of our knowledge aud belle f, 


SEMI-ANNUAL REPORT OF THE 


Security Savings Bank and Trust Company 


Showing its Financial Condition on the Morning of July Ist, 1891. 
RESOULCES: 


Bonds of the city of Los Angeles, city of Monrovia, Spring Valler Water of San 


Francisco, Southern Pacific R. K., Sutter Street Cable K. R. and Market street — 

Cable K. R. of Ban Francisco ¹ 333 

Loans on real estate and donde ⁰ůłʃßreIn cee 492,8°O 68 

Due from banks ....... 6% % be 45,633 45 
* — 

̃ r: ̃ % ͤ ꝗ — . ˙—rw--W 72 359 90 

1075 270 08 


LIABILITIES : 


Capital stock (paid in) eee „ „4 2100 000 OF 
Net undivided profits (expenses, taxes, interest to depositers for the past six months 
ST 


ATE OF CALIFORNIA, bas 
County of Los Angeles. ~ 
We do solemnly swear that we have (and each of us has) a personal knowledge of the 
hat ever allerdtion,. statement, matter and 


F. N. MYERS. President. 

J. F. SARTORI Cashier. 

Subscribed and sworn to before me, this 12 N of July. 1891. 
AL] 


K. D. SILENT, Notary Puplic 


FIRST NATIONAL BANK 


* 


SEMI-ANNUAL REPORT 


—OF 
OF LOS ANGELES. OF THE 


21 


H 


W. 


Term deposits will do received in sums ot᷑ 
$10 and over. 


FARMERS AND MERCHANTS 


ISAIAS W. HELUMAN,... 


JOHN Mu 


W. H 
Hellman. I. C. Goodwin, A. Glussell, I. W. At the Close of Business, June 30th, 1891. 
Hellman. 


commun, Domingo Amestoy, Sarah J. Lee. 
Kweline Childs, Sarah J. Loo 
T. L. Duque, Jacob Kuhrtz, 
vecouvreur, Estate D. Solomon, Prestly C. 
Baker, I. C Goodwin, Philipne Garnier. A. 


Capital Stock.... 00 Los Angel-s Savings Bank, 
Syrp! is and profit...... 260,000 Qu Showine its-Financia! Condition on the 
F President morni:g of July dst, 
RESOURCES: 
B. „Assistant Cashier. | Real es ate taken for debt. 3 3.427 8 
— ‘ Mi-ceilameous bonds................. 216200 00 
TA Checks nud other cash items..... „ 1.64 @ 
A H. Mett IM Elliott Due from bank and bankers 118 941 77 
D. McGarry * Furniture and fixtures.............. 27 
— — 8 2 
LCS ANGELES SAVINGS BAN N, Total resources $856,416 78 
186 NORTH MAIN 8ST, ‘ 
LIABILITIES: 


Capital paid in c nnn... 25,000 
Capital eee „%%% „ . 9109. 000 Profit and l and contingent fund 18 174 7 
L. C. GOOi % „ Pres dent 812 242 OF 


I. W. Hellman, John E. Plater. 
Robert 3. Baker J. B. Lankershim, 
L. 11 Win. 


STATE OF CALIFORNTA, — 

“ounty of Los Angeles, tas 

Wedo soiemniy sweer thut we have (and 
each of us has) a personal knowledge of the 
matiers contained in the foregoing report, 
and tat ever allegation, statement, matter 
and thing there'n contained is true to the 
best of our kaowledge aud belier. 

J. F. PLATER, 


Total liabilites .. 5855.4 78 


O and over. Ordinary deposits in sums of 


Money to loan on first-class real estate. 


BANK OF LOS ANGELES, CAL, w 
Surplus and 675,000 Secretary. 


Subscribed and sworn to befcre me this 3d 


day of July, 1591. T. E ROWAN, 


Notary Public. 
STATEMENT 
Of the Condition of the 
Farmers & Merchants’ Bank 


OF LOS ANGELES, 


OFFICERS: 
President 


ERMAN W. HELLMAN.......... Vice-President 
.Cashier 


DIRECTORS: 
Perry. Emelne Childs, J. B. Lan- 
E. Thom, C. Ducommun, H. W 


STOCKHOLDERS: Ass ETS: 
W. H. Perry, J. B. Lankershim, Chas. Du- Cash on band — 


£405,367 34 
Ces on call with banks 
and bankers 724,835 91 


181.130.208 2 


L. L. Bradbury, 
uis ki, F. 


Total available cash. 


dopo boxes for rent. 
com panies 
loans on estate wi!" be recsived from bor- 
rowers in person or by mail, 


Haas, Cameron E Thom. Oliver H. Bliss. — Ph gaa bonds, stocks and 204.352 B4 
Chris. Henne, Estate O. W. Childs. Andrew Loans and discounts ............... 2,061,850 75 
Glassell, Herman W. Hellman. Isaius W. Hell- estate. 22343 33 
man Vaults, safes and office furniture. 7250 00 
TATE LOAN AND TRUST Co. 3 484,199 49 
8 OF LOS ANGELES — $3, 484,199 
Fubscribed apita ese ee . 
Capital paid upp 62,00 LIABILITIES: 
— Capital (paid up pp) $ 70,000 00 
N. W. Cor. Spring and Second Sts., Uryson-Surp us 600 0 00 
Bonebrake Block. Undivided profits.... 8.274 89 
Due depositors........ 2,3 5.924 60 
OFFICERS AND DIRECTORS: GrorGce H. — — 
. H. Perry, Vice-Presiden 8s: A. E. — 
Cashier; J. F TowstL. General Manager: W. CITIZEN'S BANK 
G. CocurRan, II. J. Woonuacort, Gronax H. OF LOS ANGELES, Cor, 3d and Spring. 
BONEBRAKE, P. M. Green, WX. H. CROCKER, Capital CC 
San Franci-co, O T. JonxsON, L. W. Dennis, T. 8. C. LOWR................... President 
A. A. HUBBARD. T. W. BROTHERTON.......... Vice-Pres deut 
Mo ac as trustees for corporations and F. D. HALL............ ‘ Assistant Cash.er — 
estates, loan money on first-class reaiestate |. Direcrors—T S. C. Lowe. L. . Biinn, 
and collaterais, keep choice securities tor | Jabez ival, C. F. Cronin, T. W. Brother 
sale. pay interest on savings deposi'a. Safe fon. General banking busiu-ss. Bonds for 


sale and other lirst-ciass investments. 

SOOTHEHN CALIFORNIA NA- 
TIONAL BANK, 


represented, 


G 


‘ —— 
Paid up Capital 
surplus —— 


W. Hughes, Sam Lew 
OFFICERS: 
H. C. Witmer, Pres. T. J. Weldon, Cashier. 


H4ve YOU MONEY TO INVEST? 


than our 6 per cent. guaranteed ranch mor- 
ancing in value. 
te $25,000, always on hand. 


you invest or not. 
SECURITY LOAN AND TRUST Co. 


128 MW. Second s., Los Ange es, Cal. 


8. 
SPENCE, Treas. 


ALIFORNIA BANK, 
Cor, Broadway and Second, Los Angeles, 


2. 


NAL EAU BLOCK, Cor. and Spring Sts, 
Los Angeles, Cal, 


L. N. Eresp, President 
W. Vice-President, 
C. N. r. Cashier. 


PAID-IN CATIA 
Surplus and Und vided Probts.. 


DIRECTORS: 
Hervey Lindley, J. © Kays, K W. Jones, G. 
ig. 


DIR" CTO AS: 
Frank p. Vnmer Asst Cen f. D. Remiek. Thos. Goss. w. H. Holliday 


S.las Holman, M. Hagan, Frank tader, 
F. („ W. F. losby shell. 


THE UNIVERSITY BANK OF 
Los Angeles, Na 317 New High st. 

Capital stock fully paid upp $100,000 
O. MILTIMORE.............. Viee- president 
GEO. L. ARNOLD.......... ....... Cashie? 


DIP ECTORS: 
R. M. Widney, 


No,petter or safer investment can be found 
ges. Security ample and constantly en- 
Mortgages in all denominations, from #20) 
informa ion cheerfully furnished, whether 


D. O. M Itimore, S. W. Little 
C. M. Well, Joun Me arthur C. A. W araer, 
1. J. P. Morrill. 

General banking business, and loans om 
first-class real »state solicited. 


OF SOUTHERN CALIFORNIA. 


° Buy and sell 

DIRECTORS: J. M. Elliott. A. E. Pomeroy, firsi-class stock bonds and warrants. Pare 

. W. Stimson C. M. Stimson. E. L. Farris, C. tieg Wishing tonvest in first-class seourities 
Cristy. M. W. Stimson, Pres. B. F. 


22 — long or short time can be accommo 
e ‘ 


Les ANGELES NATIONAL BANK 


W. G. Cochran, 
Perry M. Green, 


ot the Un ted Stat 


i a 
THE NATIONAL BANK OF CAL 
IFORNIA. 
2550. 000 Spring and Second sts., Los Angeles, Cal. 


2 
„„ „„ $582,000 BOARD OF DIRECTORS: 


Dr. W. I. Graves, E. F. C. Klokke, O. T. 
Johnson, W. Hadley, Dan McFarland, M. H. 
Fred Eaton. Jobn Woifskill, Thos. 


J. M C. MARBLE, President. 
O. H. CHURCHILL, Vice-President 
PERRTWILDMAN. Cashier. 
A. HADLEY. Ass’t. Cashier 


— — 


UNITED STATKS DEPOSITORY. 


Total.. „„ „„ „„ „6 sane 


DIRECTORS: 
GEO. H. BONEBRAKE President. 
JOHN BRYSON, Sr., Vice-President. 
F. C. HOWES, Cashier. 
E. W. COE, Assistant Cashier. 

Col. H. H. Markham, 

Warren Gillelen, 

H. Sinsabauvh. 
Exchange for 25 all the principal cities 


and Europe. 


annum. 


Tuk CITY BANK, FASHION 
„ LIVERY & BOARDING STABLES, 
A. D. CHILDRES8S. JOHN 8. PARK, 219 M. FIRST 8T. 
President. Cashier. 


Drrecrors: W. T. Childress. J. J. Schatlert, | Horses bought and sold. Monoy advanced 


2 er Poindexter Duan, E. E. Cran- on Horses and Carriages. 

Gail, sunt, A. D. Childress. fet D. NE WTON, 
Genera} danking. Fire and burglar proof 1 

de boxes rénted at from to $20 per | Telephone _ Proprietor. 


STAR SIGN CO. 222 Frein at. 


L,°5 ANGELES CO wok bed BANK, 


„H. Dewey, Geo. H. Stewart, Jotham Bix 
John K. Pigtan, 


CHINESE DOCTOR, 


LOS ANGELES, é 
JOHN k. PLATER, k. s. BAKER, 
oro resident. | Physician and Surgeon, 


EO. . 
Dinwerons: R. 8. Baker. Lewellyn Bixby, 


No. 361 N. Main St. 


4 — — — 


— | STATEMENT 
— — = — ́—G— — the actual condition and the value of the asséte and llabilitics of WS 
Into 2 
water 
that it 
ksand 
Gurse 
it. A 
found 
= 
at the 
yanks, 
Knob, 
com- 
where 
aid to | Z 
6, say 
the — 
n the 
ndian 
and 
nown 
«tt 
< 
on | 
two | — 
„ two 
h the | | 
they | | 
asin, 
pasin, 
* — 
ost of | 
a dry | | | 
hun- | 
this | 
stag- 
ing a | 
| 
„ and 
re in | 
vrado | 
other | | 
ound 
had | 
was 
and 
deep 
been | 
y and | 
| 
y got. | 
t. 80 ; | | 
t be 
had | 
pros- 
idian | 
ones, 
ln- 
ion 
the 
darck 
oung 
ut of 
sheer 
acci- 
they 
and 
quaw 
K to 
relics | 
from 
ques- | 
ould | 
ound 
nber - 
they — 
d to 
% or 
ned, 
high, | 
\ouse | 
eavy | 
| 
mées- 
t the 
rious | 
i she — — — 
‘ican — 
lood — — | 
well 
lake. | ——U—U U 
ng a — 
fast- | 
ticks 
vised 
Then 
with | 
— | — 
urros 
| on 
oded 
the 
d on 
ro- 
ro- | 
They 
Domes 
the | 
zed, 
Man 
t bo- | 
land | 
the 
and, | 
bung — 
dut — — 
2 
| | | 
— 
up | 
ong. | | 
“his | | 
then | 
e!p. D 
— 
the | | 
the | 
Mo- | | | 
zoth | SSS SS i. kxkx ü—᷑—᷑᷑ | 
oth | 
men | 
fore | 
is | | are 
the | | 
for | | | 
. 
| 
fore | 
re. — 
ro- 
rror | 
7 | 
00d | 
wd 
on- 
suc- 
Who — 
arm | — — 
An- 
gers 
ont. 
it. 
any 


LOS ANGELES TIMES—THURSDAY. JULY v. 1891, | . 


FOUNDED DEC. 4. 1881.) AMULSEMUNTo, CHILEAN AFFAIRS, by the Baltimore, Charleston and San sition building this week. The build- 
A * Francisco has impressed them with a A ) ing was handsomely decorated and an 
4 axe 68 ~ GRAND - I wonderful 0 respect — * | audience of 4000 was present. Ad- 
Ss: N a Idi | >< tians were honored with another large ; resources and accomplishment achieve 2 dresses were mude by Gov. Peck, 
16) 1 | house last nigh ness Zhe Pupil in An Interesting Letter from by the United States in building up a .. | Mayor Somers, President Hirschfela of 
— tagte, and ths performance seemed do Iquique. formidable feet. To ses the old Pen- Peter's Pence Used in Many St. Paul, and President Mayer of the 
7 increased delight to every one present. sacola alongside the productions of the 
EVERY MORNING IN THE YEAR. — 


local Fest Committee. A flag presen- 
tation was a feature of the evening, 
thescift to the Saongerbund from Mil- 


The piece will be repeated at the matinée Union Iron Works and Cramp was a Speculations. 


= today and agaln tonight The opportunity FIRING FROM LONG DISTANCE spectacle that could not fail to excite 
BY THE TIMES-MIRROR COMPANY, :::: : TIMES BUILDING | affored at the matinée of allowing the } unstinted praise. The admiration of 


‘} Waukee ladies. 
— all the Chilean navy officers is un- i 

N. k. Cornet of First and Broadway. Mawaby American tren~ | ané fram numerous visits The Rise and Fall of the Great Catho-| Christian Convention, 

: will no doubt resuit in an outpouring of * bet they have paid to the ships at Iquique lic Bank Project, MINNEAPOLIS, July 8.—Already the 
Vol. XX., No. 35 ENTERED ar Los ANGELES PosTorrice As MATTER juveniles was witnessed when Lit- they have gained unbounded respect | advance guard of the Christian Eu- 
— die Lord Fauntleroy first came here. the yan for their capabilities as fighting ma- deavor convention isin the city and 

OPTIC AND DiIKECTORS: THE ITATA AFFAIR, Wr alle eee the United States. chines. Sia rae heise The Pope Kept in Ignorance of the every train has one or more extra cars 
— Admiral Drown of San Francisco Way the Money Went. for delegat hil 
N. G OTTS, 3 The. , this original title was delivered last night ; y or delegates, wolle some twenty spe- 
The Itata incident appears to be at Immanuel Chureb, being the final one of An Iquique correspondent writes to 2 be great — 4 the cial trains are heading this way with 
Wu A SPALDING, | MARIAN OTI#, drawing to a close. * 5 Fot] tue San Frauel Examiner as fol- Aiplomatie manner in which he con- others. 
Vice-President. | Secretary: | We publish this morning a letter June * negotiations with the Discovery of the Administrator's 
A — 4 4 ’ a ional authorities relative to the Itata Doings Results In the Latter’s 
ead ....}. from Iquique to th n Franci course has included most interesting essays al 
; ALBERT McFARLAND. Nn — ung — ay — by Mr. Ward, Maj, Kiderkin, L. E. Mosher Upon arriving off this port early on | dffair, the results of which will be THE LAST ACT. 2 
[For terms, etc., see the first bag. | 


— k ũ 


Hank W d. J ud th ing of June 10, the Captain of | known in the United States by the can ta ca Ament | 
| (Hank Wagoner,) Col. J. J..Ayers.a morn of June 10, the Captain 
taets in regard to the situation down sinned last Toning with Sheldon’ Borden, | 


the Montserrat. on board of which time this letter can arrive there Wa Speculation. - 

> ; e Montserrat, on board of which was . BURIAL OF THE VICTIMS OF 

SERVICE lettor received | Morden very uumorous | YOUF Correspondent, concluded to Wait! was not fully eosnizant of the Ltata | By Telegraph to The Times ELECTROCUTION. 

— — FULL TELEGRAPHIC An- analysis of the different staple commudities | until daylight before entering the affair, it deplored that any of ite repre- 

ssociaTEp Leles from a prominent American citi-| that furnish the professional its harbor. Tho the bridge OME, July 8.—[By 
t zen at Iqui i f with material for their pungent paragraphs 00 sey e ridge | sentatives should have violated laws, | sociated Press.] Additional important | The Body of Murderer Smiler Said 
Se * th i ide f que contains some fur- and alleged comic sketches. In rapid to obtain à glimpse of what was and as evidence of this President a 

CORRESPONDENCE Timety ter inside facts of interest. Accord- 


: communications from an unusual but to Have Been Terribly Burned 
succession the mystery of boarding-house thought to be a city in ruins eagerly | Montt has directed that upon the 7 ‘a 
topics and news proverred. Be brief, clear anc ing tothis correspondent, the whole — = en Rt ede the — e the shore — to obtain eid Icacu's arrival a. any port the ship and 3 scares in regard to the crisis by the pon toh Cure. 
pointed. Anoaymous communications rejected. | affair of the transfer of arms was martyrdom of mothers-in-iaw, the delights tin cargo shall be placed at the disposal of | in St. Peter's pence have just come to 
badly managed by the Chileans, for be —7 tevemabing, 0 4 the United States for return to San] hand. It has already been announced 
pusivecs Ones, No 26. Editorial hooms.Na 674, | had the transfer of the munitions of Fates, were dealt with, evokiug continuous — Oke it re- Diego for adjudication, the return of 


that the Pope dismissed Manager| By Telegraph to The Times. 
—— 4 —ͤ—u No 44 war from the Robert and Minnie to|!aughter and applause from the crowdea vealed the presence of three of the | the vessel to be on such terms as Ad- 


' miral Brown might dictate, and confi- Folchi and the old administration, ap-] SING Sino (N. X..) July 8.—[By the 
wea ithe Itate been made in Mexican audience. The lecture was a very happy | White squadron, the United States 
— 


w h San f Associated Press. | arden Brown to- 
and discriminative effort, and bad the merit dently placing the case in his hands pointing in their places a commission W n te 
aters, or on the high seas, it is doubt-Jot being just long enough to make the rr eee g 


h lon f Baltimore., and ja a line with the Bal * settlement. 8 consisting of Managers Appoloni | day closed the last chapter of the elec- 

OTES TH earers wish for more. , ° — he Co i ials, | D. : trocution sensat 

jful Whether our Government could] In addition to the lecture, some timore, exhibiting a marked contrast, cals, | Diraggiere and “Alolse Massella, to | ‘roca sensation by burying the 
0 


N hile feeling very sore at the non- bodies of Slocum, Wood and Jugi 
have demanded the return of the were charmingly sung by Miss Challie | the old Pensacola | h i bs * ; whom were given full powers. No ’ and Jugiro in 
Wno says there is anything the arm and br de. nad old banssgola at ner moorings. | receipt of the Itata's cargo of arms. one, however, has yet been able to find | the prison cemetery. 
uat ter with this weather? he soon as Admiral Brown. at Val- ‘ere was aiso's violin solo of oonsiderable Daphne, some | are desirous to act in such a manner 


twenty-seven merchant ships and as to in no wise prejudice the feelings | out the exact motive, the real secret of | The remains were covered with quick- 
- Tuere is a vast amount of building | paraiso, received from Washington of- 8 steamers moored in tiers gave the port | of the United States authorities aud the affair, which brought about this lime. The graves were levelled off so 
yoing on in the different parts of the | ficial notice of the escape, he went to A Big Concern. K V pt tame — * hin people. The feelings of the entire important change. It was known that | that no traces could be left. 
tity at present. In the residence por- see the Minister of Foreign Affairs Within the past few days tne Robert eee of tats Onarkh vain | Cougressional the 


5 party towards Manager Foichi’s dismissal was de-| NRW Lonk, July 8.— A local paper 
tions many handsome homes are being | and, waiving all red tape, explained to] Eccles meat-smoking concern has passed range of the cruisers Charleston and | United States navy officers are cordial 


: rints a story about the body of the 
360 | San Francisco the famous Itata was in the ext 4 President Montt|°'%¢4 upon on account of losses aus- P 

built in the most modern style of archi- | him the gravity of the offense against err, — — gn Agama moored with United States officers and and his cabinet are unstinted in ‘paix tained by St. Peter’s pence and bo- — a Sine 0 png 9 | 
recture. A traveled gentleman, who | the laws of the United States as well as 2 m u in charge. — 


praise of Admiral Brown’s behavior in] cause of imprudent investments and porter says that be was only able to 
bas recently arrived here, remarked | international law and without trouble ducted under the management of William) All harbor and customs officials wore 


the deliberations attending the nego- loans which had been made under his see the face, but that it presented a 
H. Maurice of this city, who has been local : oe P 
the other day. Los Angeles is a beau-| obtained in writing an © agreement | agent for the Omaha - Bate for — — — — ncclixesGaaek ＋ 45 determined the delivery | administration, but that was all. horrible sight. The face had. been 
Utul city. and I believe that it is des- | on part of the provisional government | Pert. Of ene state. It is now known that Folchi last | burned and seamed by the electric 
1. — ff P 8 The main heuse is one of the largest con- aze their adherence to the new cause,/ Iduique today presents the appear- winter, supported by Prince Buoncom- fluid until it presented the appearance 
uned to become one of the great cities the effect that as soon as the Itata cerns of the kind in the United States, Lach of the force, including the mili-| ance of a town occupied by a military pagul and Baron Lazzaroni. resolved, of baving been broiled. Que of the 
of the continent,” came within their jurisdiction or with- * 8 NN bis tight aaale broad red band round . The streets swarm with army la order to serve the Banco di Roma, undertaker'e assistants said the leg 
in their orders by telegraph. the shi o pi roll was 000. Ow weeks ago | HIST arm. and navy officers,soldiers and sailors. + | was burned to the bone through the 
WE referred yesterday to trouble y graph. P| Mr. Maurice visited Omaha, and the sub-“ Land -house pier in which the Vatican held 10,000 out of — 
wmong the Farmers’ Alliance people and cargo would be surrendered to ject of starting a branch house in Los An- anding at the custom-house pier at | Some two thousand volunteers arrived 


calf. 
a series of steps built of railroad iron, | arrived here on the 11th on the trans. | 2° 12.000 shares, besides other secur- Ward 
bim, and by th eles came up, and a new plant was ordered f ; ities, toestablish first in Paris and arden Brown positively refused to 
wer a discovery that some alliance Di ; y a em returned to San — — — 9 ane — — — the entire populace of Iquique seemed port Amazones from Copapio to aug- London and afterwards in Rome, Ber- talk about the matter. 
people were making a big profit in nego in such manner as he might | Tue company proposes to make this tne | to be gathered, but I soon ascertained ment the army. Had the Itata's cargo of lin and New York. a syndicate of| Dr. Ward, who was one of the first 
\wine, which they were professing to direct. Admiral Brown cabled the] main establishment, if they can secure that tue motley crowd was composed arms been landed, there is no doubt | Gatholic banks, with the object of | Witnesses, tonight retracted his pre- 
: full text of the agreement to Wash- meat enough, and as they employ a large | Of the usual idlers that distinguish ev-/| that 10,000 men would have been en r „ odject © vi asserti that not one of the 
jupply to members at cost and com- 8 number of people it will be one ot the ery seaport ‘throughout the world ‘ k B absorbing the financial societies of | V'04US on not o 
nission. Now comes a report from | iugton and received a reply counter- biggest things that has come to Los An-| Tie town presents quite a respectable eda’ 3 the south to attack Balma-| Rome. which were known to be in à men executed was burned in the least. 
Chicago of a propesed big corner in manding the order to capture. Four for some — h 8 al- appearance, and a visit to the district has hopes of receiving restore THe s. 
aS re commenced, t tlths vita w t 8 me 
wheat, to be engineered by the alll- days after he had settled the matter | and if sufficient meat that suffered from the bombardment ys 2 dents 


not di 0 supplies of arms and ammuuition from a 
ince people. There will be plenty of and received a cablegram informing will be eatin Shan — — oon u was made. Five blocks of che cown Bolivia, as that state has recognized . the value of the depreci 


. ities. Above all they Beach and Chicago. 
him that the Presid Mr. M d iderable credit | Were burnt, but beyond the marks of the Congressional faction as bolliger- a oe 
tor bringing the esteblienment to this city. | shells and. fragments of shot on the] ente, and itis rumored that in Hani intsndigg the Banco dij JEROME PARK, July 8.—(By the As 
party gets well under way. lat what he had accomplished. — ; y | sheets of galvanized iron that form the | rend for this concession the Boll Fade Roma. intending (as they eventually | sociated Press.] The day was cold 
Ir is a happy thing that the health ious os tae 3 * 3 POLITICAL POINTS. fencing of the yarious officinas there| will be given possession of the port of did) to entirely reconstruct it. The and cioudy and the track slow. | 


Banco di Roma was created with a 
of our public men is not governed by 
the telegraph. If it were, Blaine would 
have died of every ill that flesh is heir 


0 long before this. If there is any 


is no sign of amy damage caused by] Arica and the town of Tacna in event Three-quarters of a mile: Wilcox 
Admiral Brown’s senior, he of course Secretary Foster, after a visit to the bombardment. Te main damages | of Balmaceda bein defeated eee — , : 
, Ohio, says that no power on eart.: can g : 200,000), but the real working capital | von. Crochet second, Motto third; 
assumed command. However, as he beat McKinley. The Secretary has consist of the destruction by fire of the) Tuere are at least thirty ships in] was only half that amount. Mgr. Fol- | time 1:19. 
is the most intimate friend the latter | considerable and intimate knowledge major hare, —1 — re chi, haviyg taken on account five-| Fourteen hundred yards: West- 
| ; nil has in the service, and a very clear- | of Ovio politics.—{New York Press. Today the rehabilitation of the de- and on — „e sixths of all the shares. the adminis- 3 won. Woodcutter second, Post 
ane thing that is more astonishing than | headed officer, he recognized the fi Henry Watterson nominates John 7 ast tration of St. Peter's pence found itself | third; time 2:08¢. 
gniz 0 in stroved premises is nearly completed, | 82.000, 000 monthly, the duties being 
mother in human experience it is che that everything possible had been done G. Carlisle to be the Democratic aud but fow signs remain of tue dam- | pad in silver. This sum alone places 000 lire Teally to the extent of 2.500.- Eau uon, Rillen second. Jun third, 
way arumor will grow when it once until the arrival of the Itata, and | Nandard,bearer in 92. The star-eyed : U 4 


ages — the Congresstona! patty in funds 000 lire, or $500,000. Folchi had, more- — Ar Rilley second, Juau third; 

gets on its — Its old —＋ showed no disposition to steal Admiral me ng {Chicago — Por is no gr) of tos, Sleipner won, Lillia 
ropagators would not recognize it ‘ r nal party, had g rs of the supremacy of either party at ; 123 

; — “oF R a 04 a 1 Brown’s thunder. Oa the contrary, | une. : to the fleet to ubetain from using load- P y party At that time financial circles were | second, Register third, time 1:18}. 


there was perfect harmony through-| Ex-Gov. Hubbard of Texas thinks : jecti resent, Dut the national feeling, ut interested in supporting the creation | . Turee-quarters of a mile: Sono won, 
home, and when it has crossed the con- out. Tue authorities — strictly | that but for Cieveland’s anti-silver let- ans “and — 10 she conn to Ga of seca toed banks in order to put the 3 . 
tinent—oh, my! with their agreement, and the result | ter there would have been no doubt of | une traces of their bursting can be die- maceda. Scions of the best families of io N 4 — nas ** — Five turiongs: Arwold wow, & andy 
A DISPATCH irom Dublin announces we know. This may account for the eee ade — —— 5 1 2 5 Cuile are to be found in the ranks of that the Vatican enter the dombiud, second, Cussunora third; time 1:03. 
that the result of the election at Car- leniency shown toward the Itata. snd aud thet the the Sales being tion to the extent of 3,000,000 lire, Mile and sixteenth:  Raceland 
low for successor to Parliament to the | The correspondent referred to states to + pin- | sons and nour relatives of Dulmaceda'’s 


. certainly impolitic thus early to com- ion is that the burning of the buildings | officers. urging that the millions invested in| won, Madstone secoud, St. James 
late O’Gorman Mahone, resulted in af that Admiral Brown would leave mit the Democratic party to any one , 


i Roma could not be saved | third; time 1:53. 25 
was caused by the government troops the Banco d 
crushing defeat for the Parnellite can- | Iquique in a few day sfor the south, Man or leader in the Presidential con-| under Col. Soto, from a battery of.light ‘STATE AND COAST. in any eae on 12 Rug- R . 13 weather wai 
didate in the district which Parnell | going as far as Valparaiso, so as to get rest. guns planted in the Pl«za Arturo Piatt. gierg Oppose o project and a com- 


| A body, su ed to be that of F. F. of cardinais fluall Six turlongs: Culinda won, IIlume 
admitted was his stronghold, and | some points about Chilean affairs from many who — — “McCaffrey, ashore near Carls- hind. abe — secoud, Claret third; time 1:214. 
where he said if he was defeated he | the government’s side of the question. stn” ana in the maa of dl py erate Prey sa from the Sten and re- bad on the 6th inst, merely consultative, Folchi ignored Drexel stakes. „ ow 
would admit there was nothing left in| At Iduique he heard only the insur-| parently against him, be will be a for. | fased to aliow-t88-Mremien tc extiu-| San Bernardino Courier: Let us| them, and in conjunction with Las wou, Melenie second. Vailera and Hiu- 
political lite for bim to fall back upon. | gent side and saw all their prepara- midable figure in the next Democratic | guish the flames,’firmg upon them to Commence, not later than day after|zoroni aud Buoucompagne carried out ‘ 


| i Mie: Vanburn won, Sunny Brook 
Yet Parnell says that be is not dis- tions for war. The provisional gov- convention, even though Cleveland’s | compel their desistance. prorated AA) di Fourth of July gis pt by sending part | second, Camilla third; time 1:48. * 
heartened and will continue. He evi- ernment (Congressional party) was ourage in forcing the tariff issue to] Oude of the peculiar effects of a shell f th Paris, where the fi Fourth race, handicap. 1 m and 70 
: : N the front had made the way for his was visible in the Plaza, The projec-| Tue Central Californian says that of the money to 4 aris, where the lrst Ne Dr. N t 
fently does not know when he is said to be firmlyestablished there. The success, — (Springfield Republican | tile had passed through the English | some disease among the jack rabbits is | 0f the proposed banks was founded. a B — pwd yt 1111 * : 
denten. , ablest men in Chile are in control of | (Mug. N Club, making a ciean-cut hole, struck | killing off large numbers of these pests | But as the Pope had —— . med W — 12 8 sli nt ei 
THE agriculturists of the country | °iVil affairs, and the best officers of the| Mr. McKinley has great elements of | ‘he iron railing of the Plaza garden, | through Kern county. of this arbitrary speculation, Folchi , : 


.| Mubelie won, Borealis second, Marvel 
ought to look for good times and sen- army and navy are also there. | strength and great elements of weak- and deflecting some pieces of the rail-| Lancaster Valley Times: Grain is K hd sa nl ane saggy gy third; time 1:18%. Second heai—Ma- 
naan mer Shenk bhp 38 b They have from the export of nitrate ness a8 a candidate for Governor at | ink. passed toward the corner of the | rolling into town in great quantities. | nals, hitherto purely consultative, be- belle won, Marvel second. others dis- 
ns 0 Weather bureau Dus thi j He i clock tower, bringing one of the pillars} Tnis season we shall doubtless ship ’ 
and silver a revenue of at least $1,250,- | S88 time. e is an able, honest, : came a deliberative body tanced; time 1:18. 5 
deen transferred to the Agricultural 5 ’ 4 clean man; he is the author of the] down in its course, and finally expend- from this point 200.000 sacks. - ‘Taree years have elapsed since the BRIGHTON PARK, July 8—The 
Department. We think Uncle Jerry ’ ot ob have funds! present tariff policy of the Natiou ing its force in the wall of the hotel on] The Stockton Mail says that women [effort was tirst made to found a Cath- weather wus cold aud cloudy aud tue 
must have pleasant recollections of his | ample for all their needs there but that has made the party creed tor 1892; | ‘he west side of the square. The clock | empioved in Oakland canneries receive | olie bunk in New York and then the track soc. 
risit to Les Angeles, for he seems in- have established a credit in Europe. he is the ablest defender of bign tower, since restored to its pristine} an average of 31 cents per day for their Archbishop of New York was com- Seven furlongs: Fernwood won, 
tlined to do tne fair thing by us here They have about seven thousand men tariff taxes in his State. and equaled beauty, did ak de Hapse. avd now | labor, some of them being paid as low pelled to intervene apd disengage the | Addie second, Eievo third; time 1:33. 
under arms—al 1 fa by few inthe Nation, and the mean, | serves to mark the time for the town. | as 19 cents. ibil f Hol L Second race, mile: Palisade won 
But in Kansas the farmers would like | un me—all volunteets—and can i i As t plund responsibilities of the Hol See. Last vis 
; et 5000 partisan desperation that gerryman- 8 to any ravages, plundering or] A small red insect is said to be] winter. however, another endenvor Outbound second, Baliyhoo third; 
to have him persuade Jupiter P. to | & more Bs Soon as arms | dered him out of his seat in Congress | attacke upon women during or after! camping on the trail of the devastat-|in this direction was made. Tue time 1:45. 
bold up a little or else house them as dan be obtained. Balmaceda un- did much to strengthen him with fair- the episode, I have failed to find the ing grasshopper in some sections of combination again did not pe Five fu.longs: Medusa won, Sinala 
vomfortably as Noah was during the doubtedly has a large number of] minded people.—|Puiladelphia Times 2 1 5 the reports. | this State, aud under the: enemies’ but, as Lazzoroni and Folchi (with the | second, Pedestrian third; time 1:06, 
hime of the flood. troops, say 30,000, but he has no trans- (Ind. Dem.) ore civilians were Killed than soldiery attack the hopper is taking a back supposed support of the Vatican)| Six turlongs: Kitty won, Vintage 
Some Sant! Barbarans, who were ports at his command, so cannot move] *Greatest Curiosity on Earth —— forded 9 83 sent. were the promoters, it was believed its | second, Nubian tuird, * 1:18. 
here on the Fourtb. have reported to a northward by water, and certainly} At a recent show in London, if an round corners. Atter the surrender of f San Diego Union: 8 is in- the tail 1 f 3 1 * tp . A 98 ehird? 
paper of that place that every hotel cannot march across the desert lands | exchange can be pelieved, a gentleman the town to the Congressional forces, olcul has put everything 
here raised its price enormous v which now separate the contending | took his fourteen daughters along, and | the foreiza roel lene 1 prob, very anxious to come ashore and try’ Tue Pope never has, and never will.“ Sixth race, 1 mile: Watterson won, 
“ lv a bed bei "* | forces. There appears to be no doubt] they were exceedingly anxious to see Orsy agaiest the. ghapeee.ot & band of conclusions with a San Diego nine. It enter into a combination of this sort. Centaur second, Insight third; time 
ace . N A e * Tenis that Balmaceda hus up to date] and hear the Edison phonograph, at- r War. of non- Will be rare sport and at the same time As Folchi had placed a part of the 1:314. | 
simply d Parther held his followers, civil and] tached to which is an extra charge of | combatants to the been | create a feeling for San Diego) Peter's pence rege — — — — 
military only through the means of|sixpencea bead. He approached the] publisned, but the account of th .| among the men. : tions, which at Grst brought good re- 
Barbarian kickers complain that they or Mg P nent es 2 © 820 turns, an. only lately decreased in PHILADELPHIA, July 8.—The races 
che large sums of money be has had at | gate and asked: : ritice of selt-interes’ of the various A citizen of the western portion of ’ y y * 
were charged as much as 50 cents for a his command. He ey eye exhaust-| Got the phonograph in here?” British captains in providing provis- the county, says the Grass Valley my a egy gage tA * W 
meai! P-rhaps. It costs about four ed the surnius and bh le wh d “Yes, sir,“ came the answer; ‘‘six-| ions ior the refugees are to be taken Union, who recently drove his stock to grea rieuy, ; TARIFF PICTURES. 
bits to buy a decent meal here, or any- pence, please.“ with a deal of reservation. Compen- summer pasturage in the mountains | #bout as follows: When Mgr. Folchi 
gets from imports at Valparaiso ’ — he head f th took the administration of the Vatican York Press.] 
where else in the United States. What a. Sixpence, you say. That's for me, sation was asked by many of these | near the headwaters, of the North Fork is é' ; ” 
ei om a and from forced loans, so he is get- of course; now, what do you charge wortnies, aud they did not in any of the American, says that he thinks | Suances he had 8 — control Does the tariff raise wages?” Well, 
ao how? C — P 1 ting hard up at bome, his credit] for my party? I've got fourteen daugn-| sense suffer pecuniary losses. that be saw as many as 200 deer on his About, 25,000,000 de . ter x at it looks tut way. In 1859 che average 
me, anyhow! Crackers and cheese? abroad is impaired and it would not | ters here, and they all want to see the| ‘The worst features of the affair took | trip. With @ close season of two years 31.000 000 lite, of e . — duily wages of muchinists in this coun ry 
Crry Assessor HINTON is making a| be surprising if his people desert him. CUL'Osites. „ Place at the battle ot Pozo Almonte, | the game will be more plentiful than 6.000.000 lire is still in danger, as the | were $1.58. 
; Fourteen daughters, did you say?“ near this place. After the engage-| ever before. Deer signs are also CA CO 
commendabie effort to collect some-| There is, says this correspondent, no us al Yuba i „latter sum consists of loans made to 
a observed the man at the gate, with an] men's the soldiery of both sides could numerous along the Luba in the west K fal b Under the war tariff they rose to 
operations | awed look upon his stolid British face. | not be restrained by their officers, and | ern portion uf the county. 
rom the wealthy corporations o os | on the part of either side very soon, 


$2.38 
Jes.“ assaulted women, besides shooting the] Santa Yuez Argus: A coyote made a| ef depreciated securities. At the 
Angeles, an effort in which he deserves | and his opinion is that both sides will] Well. you just walk right in, sir, | lodian laborers. . nocturnal visit to R-v. E. T. Lock. | time Folchi bad paid over each year to 


old in 1873; fell to $2.13 

warm encouragement from all good| delay action until September when with your fourteen daughters, you'll The peculiar manner in which the|ard’s hen roost this week and killed 7 W bey 9 3 8 

sitizens. Every dollar that the wealthy | Balmaceda retires from office, and ed greater 3 than the Edison] warfare between the two parties is twelve chickens and a turkey. The of the Vatican. Consequentiy 
pay lessens the burden of the poor, and] a new president and cabinet come 


ly reproach him 
; inst. About tour o’clock in the after- loss of the poultry so much, but, after his adversaries Can on in 1884, and Fell back to $2.3 
there is no fear thut the rich will pay] in. The new administration, while What it Costs to Run a City. ‘ordi * * d : . 


: ing imprudent investwents 
noon the torpedo cruisers Almirante | finishing his little lunch, the plaguey with mak 

on more than they own. Some of the they will take office as followers| It costs a pretty penny to run a city | Lynch and Condell, with the trausport | brute sat down behind the house and ane 1 ath pow ath peste gages ee in 1886. 

tricks resorted to by capitalists to avoid | of Balmaceda, may see their way to] the size of the British metropolis. The | Imperiale, arrived off the port. They | warbled a song of thanks in nine dif- pd ly ig 4 y 


i : in his favor and Call on H. Germain, 123 8. Spring 
paying their just dues are anything but | gain popularity by bringing about — — — covet off when Tue reverend — — to take u drink ot Coronado Mineral 
creditable to them. It is said that the] peace in a manner that might appear ing —— houses ry the 09 aa guns ee 1 2 — — — 2 with 8 think his rivals acted too violently. In] Water. It is cool sparkling and delicious, 
total raise in assessments of personal | impracticable to Balmaceda and. not classes, in one district of the city. the] possible to effect any damage; the am- coyote singing under the 9 any case the Pope was kept in ignorance | the very thing for this hot weather, Try t 
property made by Mr. Hinton amounts | consistent with what he has said an 


000.000 i and you will drink no other. 
amount exceeding 78.000.000. The| munition was simply wastec. The window. 22 — 
to over a million dollars. done heretofore. Isewers are soon to be widened at au | monitor Huascar and corvette Abtas Riverside Enterprise: Last Saturday ail ae 286 ren Dollars Keward.—In con- 
RE — expense of $12,500,000, and the propo- | got under way and went out to sea iu afternoon a young child of Mrs. Evans, wegen sequence of the many complaints ot 
FERRING to the disorganized con- A BRIGHT FUTURE, sition is pending to extend the sewers| pursuit of the cruisers, Upon their who lives on ‘Tenth street beyond the] Guatemala Wants Reciprocity. the theft of Tun Trues from its subseribers 
dition oi flaancial relations which has to the sea, which would involve an out- being seen the cruisers got off under 


a railroad, was fatally burned. The] Ciry oF Mrxico, July 8.—Advices | in this o ty, we will pay for the next sixty 
recently developed between this country Mg of Los — and, little girl, while left alone in the house | received bere from Guatemala are to | days a reward of $10 for the arrest and con- 
aud E 6 5 ngeles, taken u all, is a most en- 0 emplated, a „were soon ata long distance. | for a short time, came in possession of tions ha : : 
couraging one. The boom, while it An estimated cost of $50,000,000, and it | When thefarcical attack was at au end * the effect that smple instruction vietion. of any of the 


i some matches with which she set fire for Butuz, Guatemalan — 
is stated that as much more will have the Lyuch, Condell and Imperiale h lothing. been sent to Sefior Butuz, ("Call for the Paper You Want.— | 
A i rns the for- Was something that we do not care to to be expended on streets, bridges, tun- went to Tocopilla, 110 miles south of 8 8 3 Minister at Wasbington, to arrange | nailroad passengers —— who fina 
a — 9 — — 42 — 1 see repeated, was iu some respects an | nels and other improvements.“ Iquique, a port inthe hands of the] who heard the child’s screams. but not for a treaty Of reciprocity with the inemseives unable to procure copies of Tus 
. houses’ have become, in a large w — untold advantage to our city and the| | Congressional party. There they | before they had severely burned the | United States. An effort will be made Times upon any train, or of any -newsboy or 
. undegotiable; and the consequent scareity country surrounding. The solid im“ “Stonewall” Jackson’s Uniform, landed a body of men, carried off the little victim. The little girl suffered | to bring about n news agent, will confer a favor upon this office 
3 of negoticble exchauge compels a cuntiua- provements which we now have we [New York Press. | _ | sate from the custom-house, contain- | intense agony until Sunday afternoon, between Guatemala and Mexico and > N he facta, giving place, date, oir. 
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JULY 9, 1891. 


Counell of the Catholic ‘ Ladies’ 


“LONG THE 


at Sacramento. 


The Oregon Farmers' Alliance in Favor 
of the Sub-treasury Scheme. 


A San Rafael Woman Robbed of Dia- 
maonds and Other Valuables. 


One of the Allla Train-robbers Found 
Gullty—Murder Trial at Stock- 
ton Other Coast 
News. 


By Telegraph to The Timea. 
SACRAMENTO, July 8.—[By the As- 
sociated Press.] At 3:30 this after- 
noon, Billy Arlington, a well-known 
and popular police officer of this city, 


ning, the keeper of a ‘notorious dive. 
After shooting Arlington, the woman 
turned the pistol on herself and blew 
out her brains. 

The woman had been Arlington’s 


mistress for seven years, but recently 


the policecommissioners notified him 
that he must give her up or resign his 
position. Hechose the former, and 
the woman has since been despondent. 
She sent for him today at police head- 
quarters. He went to see her, stating 
that it would be the last time. They 
entered a room together and the shots 
ensued almost immediately. The 


@oman died instantly, but Arlington 
lingered till ö o’clock. 

The woman was very handsome, and 
hed caused the ruin of many young 
men. 


THE OLIVE-GROWERS. 
They Meet at San Francisco and 
Organize. 

SAN FrRANciscO, July 8.—[By the 
Associated Press.] A number of olive- 
growers and others interested in the 


Olive industry met bere this morning 


in conyontion to discuss the proposed 
organization by which the olive-oil- 
product of California could be so 
handied as to meet illegitimate. com- 


petition. The following officers were 


elected: Elwood Cooper, Santa Bar- 
bara, president; John Bidwell, Cuico, 


* vice-president; Justinian Caire, San 


Francisco, treasurer; B. M. Lelong, 
San Francisco, secretary. A number 
of papers were read. 


Eliwood Cooper announced that the 
Organization of the association had 
been completed. Secretary Lelong 
read the minutes of the Committee on 
Permanent Organization. From these 
it appears that the following are the 
board of directors: Ellwood Cooper of 
Santa Barbara, Frauk A. Kimball of 
National City, C. A. Wetmore of Liv- 
ermore, John Bidweil of Chico, G. E. 
Goodrich of Santa Clara. The roli of 
ective memberscontains over ten names 
and tbe hovorary members number 
twice that number. Secretary Lelong 
also read the constitution and by-laws, 
which had been approved, showing 
that the purposes of the association, 
which will be known as the Olive 
Growers’ Association of San Fran- 
cisco,’”’ are essentially the same as 
those named in the call for the con- 
vention. 

President Ellwood Cooper then gave 
a long and interesting review of the 
conditions attending the marketing of 

ure olive oil, and said the association 

as no warfare against pure olive oil, 
either made at home or imported. lt 
will, however, wage war against all 
compounds which are fraudulently sold 
as pure olive oil. 


| BRAYNARD’S BULLETS. 


The Soroher investigating the Red 


Biuff Courtroom Affray. 

RED BLUrr. July 8.—[By the Asso- 
ciated Press.]! William Nagle, the law- 
yer shotin Judge Tully’s courtroom, 
yesterday, died last night from the 
effects of the wounds inflicted by C. H. 
Braynard. At the coroner’s inquest, 
held this morning, E. Brown and W. 
W. Bates, two jurymen in the case de- 
fore the court when the homicide oc- 
curred, testified that when William 
Nagle started toward Coffman and 
his brother, who were attempting to 
use chairs upon each other he made no 
motion to draw a pistol and did not 
speak a word, and that his back was 
— Braynard when the latter began 

Nayle tell to his knees alter 
the firat shot. 

One ball pierced the spleen, stomach 
and left lobe of the liver, lodging three 
and a halt inches aboye the navel. An- 
other entered the back of the left arm- 
pit, fracturing the ribs on the left side 
and pierced the lower lobe of the left 
lung. Another entered eight inches 
below the last one and passed entirely 
through the body. The fourth shot 
passed through the left arm just below 
the elbow. Tne last two shots did no 
serious harm. Death resulted from 
the shock and hemorrbage. 

All the chambers of the revolver 
were loaded when Braynard was ar- 
rested. This was done wien he went 


to Main street immediately after the 


shooting. He possibly anticipated an 
attack irom Charles Nagle. 

Olay W. Taylor will conduct Bray- 
nard’scase. The slight wound iu 
P. Coffman’s side is Pronounced to be 
a bullet wound. It is conjectured that 
this shot was intended for Charles Na- 
gle. 

THE BAG WAS GONE. 
A e Loses Her Satchel Contain- 
ing Valuables 

SAN FRANCISCO, July 8.—-[By the 
Associated Press.] Mrs. M. J. O’Con- 
nor, a wealthy widow of San Rafael 
was today robbed in this city of a 
satchel containing valuables, dia- 
monds, bank checks and bonds worth 
thousands of dollars. Shecame from 
San Rafael with her daughter this 
morning to transact some business. 
Oarrying the satchel with her, they 
drove to the Occidental Hotel, which 
they entered, leaving the bag in the 
carriage. When they returned a few 
minutes later, the bag was gone. It is 
believed that while the coachman was 
watching the horses a thief opened the 


carriage door and made off with the 
valuabies. | 


— 
Loco Jim Held for Trial. 
SOLOMONVILLE (Ariz,,) July 
Loco Jim, an Apache scout, who de- 
serted his command five weeks ago, 


and who afterward fired on scouts who 


pursued bim, was held for aggault to 


commit murder by United States Com- 
missioner John Blake yesterday. 


Catholic Ladies’ Aid Society. | 
STOCKTON, July 8.—The Grand 


Aid 
Society of the State met here today in 


annual session, There are twenty- 


Farmers’ Alliance. Tonight’s meet- 


ſury scheme as enunciated at the late 


was shot and killed by Annie Man- 


„entered a finding for $62,202 against 


owe branches of the society inthe ‘the | 
Staté, with a total membersbip of 
about two thousand. A large repre- 
sentation is here. — 


OREGON FARMERS, 
A State n Formed and Plat- 
Adopted. 
PORTLAND, r.] July 8.—By the 
Associated Press.] Delegates from 
seventeen counties inthe State met 
here today and organized a State 


ing was held with closed doors, and all 
except delegates were excluded. The 
Committee on Platform made a report, 
and after much discussion the report 
was adopted. The platform recom- 
mends the adoption of the sub-treas- 


Cincinnati convention, and favors the 

free coinage of silver. The election of 

officers was postponed until tomorrow. 
— 


A Train-robber Convicted. 
Visatta, July 8.—The jury in the 
case of Grattan Dalton, after twenty- 
one hours’ deliberation, returned a 
verdict this morning of guilty. Dalton 
was concerned in the Alla train-rob- 
bery last year. 

‘The case of William Dalton was 
postponed to October 5. Bail was re- 
duced from $15,000 to $4000. 


On Trial for Murder. 
SrockTon, July 8.— Warren Fergu- 
son, who killed George Collins in this 
city a few weeks ago, is on trial for 
murder. Ferguson is a negro and“his 
victim was of the same race. They 
had trouble about a white woman who 
formerly lived with Ferguson. 


SALMONVILLE, July 8.—Moses Cluff, 
a Mormon, was examined on a charge 
of unlawful cohabitation under the 
Edmunds act, and was released. He 
was rearrested on a charge of bigamy. 


THE EDITOR’S REPLY. 


THE LINCOLN-HAMLIN CONTRO- 
VERSY AGAIN. 


McClure’s Sharp Answer to Nicolay 
Dana and a Chicago Pole 
iticlan also Join in the 
Fray. 


By Telegraph to The Times. 
PRiLADELPHIA, July 8.—[By the As- 
sociated Press.] The Times tomorrow 
will publish an editorial from Col. Me- 
Clure in which, referring to John C. 
Nicolay’s telegram to the widow of 
Vice-President Hamlin yesterday, 
McClure will say: The ignorance ex- 
hibited by Nicolay is equalled only by 
his arrogance in assuming to speak for 
Abraham Lincoln in matters about 
8 he was never consulted, and of 
b he had no more knowledge than 
ait other routine clerk about the 
White House.“ 


McClure goes on to set forth the fact 
that it was with him that President 
Lincoln conferred regarding the ad- 
visability of nominating Jobnson asa 
southern man and after said confer- 
ence he (McClure) returned to the 
Baltimore convention to work and vote 
for Johnson although against all his 
personal predilection in the matter. 

Reverting to Licolay, Col. McClure 
saystbathe was a good mechanical | 
routine clerk; he was utterly ineffi- 
cient as .the secretary of the President: 
his removal was earnestly pressed upon 
Lincoln on more than one occasion, 
because of his utter want of tact and 
fitness for his trust, and only the pro- 
verbial kindness of Lincoln saved 
bim. Nicolay saw and knew Pres- 
ident Lincoln; the man Abraham 
Lincoln he never saw and never kuew. 

McClure cited certain actions of 
Nicolay at Baltimore to show that he 
was ingorant of Lincoln’s real wishes. 

McClure refers to the statement of 
Charles A. Dana in another column, 
who logically tells of Johnson’s selec- 
tion by Lincoln and says: With 
Dana’s direct corroboration of my 
statement and to the corroborative 
facts I may safely dismiss Nicolay and 
the dispute his ignorance and arro- 
gance has thrust upon me.”’ 

CmicaGao, July 8.—Burton C. Cook, 
of Chicago, who was chairman of the 
Illinois delegation in the Repub- 
lican convention of 1864 and 
who nominated Lincoln in that con- 
vention for re-election, declared in an 
interview tonight that the statement 
that Lincoln favored Hannibal Ham- 
lin’s re-nomination is correct. Al- 
though Lincoln did uot tell him so di- 
rectly be had given Cook so to under- 
stand. Cook attributes the selection 
of Andrew Johnson to the eloquence ot 
Horace Manyard who pathetically des- 
cribed the sufferings of the people of 
the South and briliiantly advocated 
‘the expediency of choosing Johnson. — 


Hannibal Hamlin’s Funeral. 
BANGOR (Me.,) July 8.—The whole 
city was in mourning today. The re- 


were removed from the residence to 
the Unitarian Church, where they were 
viewed by a large number of people. 

The funeral services were held at 3:30, 

and were attended by many prominent 
men, including State officials. 

The funeral services were brief, but 
impressive, consisting of a dirge on the 
organ, tue reading of the scripture, an 
eloquent prayer, benediction and clos- 
ing dirge on the organ. The funeral 
cortége proceeded to Mount Hope 
cemetery where the interment ares. 


THE PACIFIC RAILWAY. 

A Decision Given for the Creditors 
in Chicago. 

CHICAGO. July 8.—[By. the Asso- 

ciated Press.] Judge Altgeld today 


the Pacific Railway Company of Chi- 
cago und Los Angeles in the suit 
of Charles Whitacre. The Pa- 
cific Railway Company was formed 
by C. P. Holmes, the cable railway 
man. and otner Chicago capitalists. 
They bought street-car lines in Los 
Angeles and cabled them. The ven- 
Lure proved unprofitable, and the 
company was put into the. hands 
of a receiver. Whitacre brougut 
suit on behalt of several Chicago 
banks and others, on notes given by 
the company to raise money for im- 
provements made. The claims repre- 
sented by Whitacre aggregated $350,- 
000. The suit decided today was in 
this lot, and was on notes aggregating 
$60,000 given the American Trust and 
Savings Bank. The company prayed 
au appeal from the finding. 


A Report Denied. 
Caicaao, July 8.—Representatives 
of the Lake-street elevated road today 
denied the report that the Canadian 
Pacific is to secure possession of their 
property. 


A Mormon in the Tolls. + 


mains of ex-Vice-President Hamlin | 


REBELS VICTORIOUS, 


Defeated 


by the Insurgents. 


yolting Provinces, 


Despotic Powers Given to Balmaceda 
by His Congress. 


Other Foreign News—A Rising in 
Guatemala—Fighting on the 
Congo—Arab Slavers 
Defeated. 


By Telegraph to The Times. 
WASHINGTON, July 8.—[By the As- 
sociated Press.] Representatives of 
the Chilean Congressional party in 
Washington late tonight received a 
cablegram from Iquique, signed by 
Errazuriz, Minister of Foreign Affairs, 
saying, in effect, that the army of 
Balmaceda, which was advancing from 
Coquimbo to the Valley of Huasco, 
was met by the constitutional army at 
a point four leagues south of Vallenar, 
where an engagement took place to- 
day. 
The constitutional army, the dis- 
patch says, obtained a brilliant 
triumph. 

A GLOOMY PICTURE. ** 
CALLAO, July 8.—Passengers arriv- 
ing from Valparaiso and Iquique state 
that the situation of the Chilean in- 
surgents is desperate. They are with- 
out money and their vessels are in bad 
condition and without ammunition. 
They have been able to obtain only 
800 rifles in bad order 8 in Pan- 
ama. Most of the inhabitants of Iqui- 
quel, Pisagua and Antofagosta have 
emigrated to Southern Chile or to 


Peru. 

Paris, July 8.—The Chilean Con- 
gressional party has re-established the 
emigration bureau hére which was 
supported by Balmaceda. 

BALMACEDA’S DESPOTIC POWER. 

New York, July 8.—Advices from 
Panama state that the new Chilean 
Congress authorized Balmaceda to fine 
anybody he sees fit any amount he 
may think proper up to $2,000,000, the 
money to be applied to the expense of. 
the sup wg of the Congressional- 
ists. e fines must be paid within 
the sane. et the place and in the form 
designated by the President or his 
agents. The President is also author- 
ized to compel backward payers of 
fines to pay up by the infliction of such 
punishment as he may deem advisable. 


— 
PARNELL’S DEFEAT. 
The Election at Carlow Proves 
a Waterloo. 
DUBLIN, July 8.—[By Cable and As- 
sociated Press.] The result of the 
election yesterday at Carlow for suc- 
cessor to Parliament to the late O’Gor- 
man Mahone, resulted in acrushing de- 
feat for the Parnellite candidate inthe 
district which Parnell admitted was 
his stronghold and where he said if he 
was defeated he would admit there 
was nothing leftin political life for 
him to fall back upon. Speaking at 
Carlow after the result of the election 
| was kuown, Parnell said he was not 
disheartened and thathe would con- 
tinue to consolidate the independent 
men of every Irish county and city and 
put the issues to be upheld before the 
country at every election. 
ANOTHER REVOLT. 
The Rising in Gautemala Gaining 
Ground. 
City oF MExXICco, July 8.—[By the 
Associated Press.] EI Partido has re- 
ceived dispatches from Gautemala 
announcing that a revolt has taken 
place in the district of Guezaltenango, 
and that the uprising is gaining in 
force. 
A private letter from Guatemala 
says that discontentment reigns su- 
preme and the people refuse to accept 
the new bonds. The government has 
decided that all taxes and duties must 
be paid in silver; that the tax on coffee 
exported shall be extended one year 
and taxes on liquors shall be increased; 


also that it shall be obligatory to re- 
ceive the new bonds. 


FIGHTING “IN CONGO. 
Arab Slavers Routed in. Several 
B oody Encounters. 

LONDON, July 8.—[By Cable and As- 
sociated Press.] Advices received 
here from the Congo Free State an- 
nouncesthat a series of bloody battles 
were fo¥ght on the Upper Congo and 
Aeuwini rivers in Jauuary and Feb- 
ruary last, between state troops and 
Arab slave traders. The slavers were 
routed every where, and were suing for 
peace when the advices were sent. 


_ FOREIGN NOTES. 
Young Bismarck May Cross Swords 

with Von Munster. 
BERLIN, July 8.—[By Cable and As- 
sociated Press.] It is reported in diplo- 
maticcircles that unless Count von 
Munster, German Ambassador of 
Paris, denies the story circulated by 
De Blowitz to the effect that the late 
Emperor William was desirous to get 
rid of Prince Bismarck, and that the 
ex-Chancellor’s advancement of Count 
Herbert Bismarck, his son, was a 


_| glaring insstance of nepotism in poli- 


tics, he, (Count Bismarck) will chal- 
lenge the German Ambassador to give 
him satisfaction on the field of bonor. 
STOLE A COUNTESS’S JEWELS. 
LONDON, July 8.—Edward Wilkin- 
son, a clerk, confessed today that he 
was instrumental in stealing the 
Countess of Dudley's jewels at Eustan 
station four years ago. Wilkinson 
says he had two accomplices, one of 
whom is dead. The jewels, he says, 
were sold at Amsterdam, and he 
{Wilkinson) 1eceived $10,000 as his 
share of the robbery. Wilkinson was 
remanded in order to enable the police 
to make further inquiries into the case, 
MEDITERRANEAN STATUS QUO, 
LONDON, Juiy 8.~Fergusson, polit- 
ical secretary of the foreign office, in 


Gloomy Picture of Affairs in the Re- 


the ‘Commons. replying to a question 


by Labouchere, said that communica- 
tions had passed Deiworn Her Ma- 


tenance of the status quo in the Med- 


Munications ure not suitable for public 
discussion. 

PORK QUESTION IN FRANCE. 
Paris, July &—The cabinet, after 
discussing the import duty on swine 
and on pork, decided to obtain advice 


by consulting the Committee on Hy- 


giene. The Minister of Agriculture 
reminded his colleagues that the 
United States anthorities took special 
sanitary precautions in regard to ex- 
portation of purk. 

A SUNKEN STEAMER RAISED. 
GIBRALTAR, July 8.—The Anchor 
line steamer Utopai, which was sunk 
last March, when 600 Italian emigrants 


were drowned, was raised today and 
rested on the beach. 


FLOOD AT BERLIN. 

BERLIN, July 8.—Fioods caused by 
the raising of the river Aar inundated 
the Aarziehle quarter of this city and 
did much damage to proporty. 

THE EDUCATION BILL. 
Lox box, July 8.—The Education 
Bill passed third reading in the Com- 
mons today. 
GLADSTONE’S DEAD SON. 

Lonpon, July.8.—The funeral of the 
late W. H. Gladstone, eldest son of the 
great statesman, took place today at 
Haverden. 

THE VESUVIUS ERUPTION. 

Napues, July 8.—The flow of lava 
from Mt. Vesuvius has increased. The 
lava has reached the rear of the ob- 
servatory. 

RUSSIAN RAILWAY DISASTER. 
Sr. PETERSBURG, July 8.—Iu a col- 
lision between a passenger and freight 
train near Warsaw six persons were 
killed and a number wounded, 
DUTCH CABINET KESIGNS. 

Tae July 8—Tte Dutch 
cabinet bas resigned. 
JEWS EXCLUDED FROM JERUSALEM. 

CONSTANTINOPLE, July 8.—It is 
officially stated that the Porte will not 
permit Jews to 3 into Jeru- 
salem. 


Train’s World-around Trip. 
New York, July 8.—Tde steamship 
Majestic reached quarantine this 
morning, among her passengers being 
George Francis Train, who is complet- 


time. 

Train hoped to complete his trip 
around the world in fifty-five days, but 
this is not possible, as be has already 
been on his journey fifty-seven days, 
and still has 3000 miles to go. 0 
leaves the Grand Central Depot for 
Puget Sound this evening. 


Looks Like Self-defense. 
TRUCKEE (Cal.,) July 8.—Michael 
Lanahan and Malcolm McDougal 
quarrelled today, and Lanahan at- 
tempted to shoot McDougal. The lat- 
ter took the pistol away, and Lauahan 
went away and returned with another, 
Astruggle ensued, in which McDougal 
struck Lanahan seyeral times on the 
head with the pistel, inflicting fatal 
wounds. McDougal was arrested. 
Lanahan leaves a wife and four chil- 

dren. 

Declared Insane. 
KANSAS City, July 8.—Mrs. Eliza- 
beth Thompson, a noted philanthro- 
pist of Stamford, Ct., was adjudged 
insane this morning and a curator will 
be appointed to care for her property 

in this State. 


Epens 

The ladies of Gotham are very good to 
the gentlemen of this place. They are 
presenting them with miniatures of 
themselves exquisitely painted on ivory. 
Time was when a simple photo, card size, 
was good enough for anybody’s best fel- 
low. Then a cabinet must be bought 
for him, or a panel nearly as large as life 
and as natural as the camera could make 
it. Now it costs twenty-five dollars to 
give one’s likeness to one’s divinity, for 
it must be upon the finest of polished 
ivory and so beautifully tinted that none 
but a real artist can do the work. 

The most approved ivory likenesses are 
no larger than the picturés of George 
Washington upon our postage stamps. 
And they are designed to be fitted within 
a locket which is to be worn upon the 
watch chain. Twenty-five dollars is the 
very cheapest sum for which the ivory 
lixeness can be obtained. They used to 
cost fifty dollars, but an artist who 
makes a specialty of them says; “They 
cost no more than twenty-frve in Lun- 
non.“ And so one must pay no more 
than that in this country. 

Another dainty personal gift is a like- 
ness of one’s self painted upon a coffee 
cup which is to adorn the bachelor 
q of one’s best love. If painted 
by an artist who understands chma 
painting, the colors do not change in the 
firing, and the effect is as lovely as could 
be desired. 

Still another way of giving one’s like- 
ness to one’s best boy is by having it 
painted upon the inside of the case of his 
watch. This method possesses one ad- 
vantage over those previously mentioned, 
namely, that of endurance, Seasons 
may wax and wane. Time may come 
and time may go, but as long as the 
ticking of that particular watch goes on, 
just so long will the dainty, smiling 
features look out from the inside of the 
golden cover. Nothing can erase it and 
nothing can cover it up save another 
picture painted over it. And shame be 
upon the artist who could be prevailed 
upon to do so ruthless a deed.—New 
York World. 


The royal standard of Persia, it is sail, 
isanapron, Stout old Gao, the Persian 
blacksmith, raised a revolt that proved 
successful, and his leathern apron cov- 


of Persian armies. 


The best talking parrot is the gray 
bird with scarlet tail that comes from 
the Congo. A few of these have a scar- 
let breast as well.as tail, and are known 


as king birds. They are Robi. | acl rare. 
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| on tion at Kan Keo 


Used in Millions of Homes—go Years the Standard | 


Baking 


wad web VA 


| jesty’s government aud the govern- 
ment of France in regard to che main- 


ijerranean, but he added-that the com- 


ing his circuit of the globe against 


ered with jewels is still borne at the van 


“This inly eslablishment is 
niably tho most 


MAGNIFICENT SOMMER RESORT 


IN THE WORLD. 


And its attractions embrace such a 
great diversity of obaraccter as to be 
equally charming both to the invalid 
and the athlete. Its many in and out- 
door amusements and recreations 
make it to the 


Ladies and Childron, 


+> A PERFECT PARADISE OF DELIGHT -. 


| Sea Bathing 
Boating 
Fishing. 
AND 
Yachting 
Every day in the year 
Agency and Information Barean 


208 W. FIRST ST. 
in Nadeau Block. 
T. D. YEOMANB, Agent. 


TO INSURE 
GOOD HEALTH AND Lone Lire 
DRINK 


CORONADO WATER 


) It is without doubt the Best and 
Purest in the World. 


* FOR SALE BY 
SEYMOUR, JOHNSON & CO. axp 


ANDERSON & CHANSLOR, 
The Leading Grocers. 


WOOLLACOTT, CALIFORNIA WINE co.. 
KIEFER & CO., ann J. P. TAGGART & CO. 
Wholesale Liquor Dealers. 
F. W. BRAUN & Co., 
Wholesale Drug House. 
T. D. YEOMANS, AGENT, 
AND InForMaTIon Borgav, 
208 Wat Finst St 


VAKLAND POULTRY YARDS 


MANUPAGTORY OF THE 
PACKIC INCUBATOR 
AND BROODER, OA 

LAND, 


The oldest ati largest establish · 
ment on the Pacifie Coast. 


FOWLS FOR PRUFIT! 


FOWLS FOR PLEASURE!! 

The Pacific Incubator is the best machine 

made in this country. Will hatch any kind of 

eges better than a hen.‘ Poultry suppl es in 

great variety. Send 4c stamps for 8-page 
catalogue, illustrated in co ra, to the 

PACIFICIN« BATOK CO., 
1319 Castro st., Oakland. Cal. 


NEW PUBLICATIONS 


—Are now on exhibition of— 


Etchings, Engravings and 


Fac-similes. 


— NOVELTIES IN — 


Picture Frames 
and Mirrors. 
CIRCLE FRAMES 


In Ivory, Gold and Antique Silver. NRW 
\ DESIGNS to paint on for Artists 
and Amateurs, at : 


Sanborn, Vail & Co., 


133 S. Spring st., Los Angeles, 
San Francisco. Portland, Or. 


A RARE BARGAIN! 


A Splendid Home With an 
Assured Income, 


FOR SALE VERY LOW. 


Six acres on Verdugo ave., near Glendale, 
with a nice cottago of five rooms and bath. 
are offered for sae by the owner fora few 
days only, by reason of sickness of owner, at 
a price far below its value and on easy terms. 
The tract is covered with bearing trees and 
vines of all kinds. At least 81500 worth of 
fruitcan be taken off the place within the 
next sixty gaye. 

Fifteen shares of water stock go with the 

lace, insur ug all the water hat can be used. 

‘here are ten hydrants now on the piace. 

The price is 7500. payable #2500 in cash and 
the balance on long time at 9 per cent inter- 
est, secured by mortgage on the piace. 

itis a delightfu location. a lovely home, 
anda profitable investment The distance 
from Los Angeles is six miles the Giendale 
2 depot being on half mile distant 

Inquire on the premises, oppo- ite the 
San Ratael store on Verdugo avenue, or tel- 
ephone No 292, Los Angeles city. 


HO, FOR 


CATALINA! 


AT AVALON. 


provisions have been made for the entertain- 
ment of all guests who may desire to yis:t’ 
this favorite island resort this season. Spe- 
cial mention is made of the Aralon House, 
Catalira House and Spenver’s Villa, wuose 
proprietors have greatiy im roved their ac- 
commodations and doubled the r capacity for 
th entertainment of guests. A number of 
boarding houses have been opened, among 
wh.charethe “Island Home,.“ Aloha“ and 
“Sunny Slope,“ and other private cottages. 

Pienty of tents for campers are to be bad as 
heretofore. Provisions and supplies of every 
k.nd can be had at reasonable preies. 

Our facilities for amusement and enter- 


tainment are better than any previous 
season. 


COWDREY’S 
DEVILED HAM 


Is a Most Delicious Preparation. 
For sale by First-class Grovers. 


COWDREY'S SOUPS 


Are Delicious, 


Appetizing, 
| 


Branch Offices 


The beautiful seas do resort. Extensive; _ 


mesa biy the most eiegant resort on the Coast. 
He. 1 with every convenience known to modern hotels. Beautiful ban 
0 assenger olevators! — lights in ever room! 
— HOT AND COLD — BATHS— 


} Pavilion on beach ala carte) where will be served at all times * — fish ames. 
tlam chowder, terrapin stews, ete. The cuisine will be the feature of the h 


COWLEY & BAKER. 


PALOMARES 


ALL 
Pomona, Cal. 


SUMMER 
Sixty Minutes Ride From Los Angeles, Cal.) 


A pleasant quiet house of 130 Sunny Rooms. Pure 
water from Artesian Wells, Open Fires, Gas, Electric 
Bells, Telegraph and Telephone connections. A good 


Livery connected with the House. Special Rates for the 
Summer, 


E. B. DASHIELL, Manager. 


CHINO 


THE— 


LARGEST BERT SUGAR FACTORY IN THE WORLD 


And the U. 8. Experiment Station is located here, the only 
one in Southern California. This celebrated property is 
bounded by Pomona, Ontario and Riverside. It is the 


heart of the worid-renowne! Krait Lend of Southern Cal- 
ifornia, the garden spot of the earth. and Beet Culture is 
today earning from $40 to $160 per acre for one crop. 
Now, why not raise two crops, it is being done by others, 
as our beets are readv for the factory in 4 or 5 months, 
where the cash is waiting to buy all the beets you can 


raise; 250) acres are now about ready, and a contract 
with the Messrs. Oxnard Beet Sugar Company to consume 
4000 acres of beets nxt year, and 5000 acres thereafter 
each year for 3 years, making a grand total of 21 500 acres 
of beets in 5 years, and will double the capacity if you 
raise the beets. Where on earth are you offered such in- 
ducements and such returns in the same length of time? 
This great question is always askel: What will I do for a 
livinz until my support m-? For tive long years! ‘he 
answer that no other pla:e can give is, GR IW BETS, 
You certaialy have the chance of your life now to buy 
iands while the prices are low. 


$50 to $250 per acre. Terms easy. 


J. G. McMICHAEL, Gen. Agent, 


103 S. Broadway, Los Angeles, Cal. 


A. H. Hund, Room No. 126, Adam's Express Building, 2 
Chicago, III. 
K. Gimp. Chino Coes: Ontario, Cal. 


SEE OUR NEW “ARISTO PHOTOS.” 


S USUAL DEWPY is first to introduce the latest Eastern fad, ‘Aristo Photos.” to th 
Lo- Angeles publ o. ‘Th's ts by far the finest finizhed photo yet produced. Something 
new and n ce. Call and see them. We maske a specialty of babies’ and children’s Photos. 
Finishing for amateurs 


DEWEY’S ART PARLORS, 


147 SOUTH MAIN STREET, LOS ANGELES, 


OIL WELL SUPPLIES 


ENGINES, — 
DRILLING ROPES. 

PIPE, Etc., Etc. 
EASTERN MADE DRILLING TOOLS 


The only Establishment on the Pacific Coast that 
can furnish everything connected with Drilling or 
_ Pumping Oil W elis. 


SANTA PAULA HARDWARE COMPANY, 


Santa Paula, Ventura County, Cal. 


KCONOMIUCAL FUEL. 


WELLINGTON LUMP COAL 


AT REDUCED PRICES. 


— 4 “34 


Retail 


O 


A 


re, “your dealer does not keep it ring up Tele- 
phone 36 or leave your order with 


HANCOCK BANNING, 
Importer, 130 W. Second St. 


Oak. F Pine and Jun por wood sawed ¢ and split to order. 


NOTICE TO CONTRACTORS. 


The Coronado Foundry and Machine company would ure to mats it 2 
known that they will furnish estima eon any ant all kinds of [ron Work, Aron 
turei lron Ur Mill, Mining, Pu apinzgand Ho sting An manufacturers 
Engines, Boilers and ‘anks. Correapo idence so joited. Ad tres 


CORONAVLO FOUNDRY AND MACHINE co. 
San Diego Co.. Cal. 
A. VANDERKLOOT, President. Mei, VAND 1. Gea, Ms 
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The Board of Public Works will make 
its regular weekly inspection tour about the 
city today. 

One of the electric cars left the track ai 
Broad way and Second streets last evening, 
deiaying travel for some time. 

George Iusley bas bought out the interest 
ot Fred C. Smith in the Smith & Insle 
detective agency, and will conduct the busi- 
ness on his own hook. 

Chief Moore had engine No. 5 outon 
Ninth street yesterday afternoon testing a 
new hose coupler, manfacturea at Pomona. 

The tests were very satisfactory. 

W. H. Newman bas been appointed so- 
lieitor for the Newsboys’ Home, taking the 

lace of W. Bert, who is no longer author- 

zed to collect pledges for that institution. 

O. T. Purdy, a native of Iowa, 22 years 
of age, was yesterday granted a license to 
wed Miss Loma Pierce, a native of the same 

State, 17 years of age. Both parties reside 


dat Artesia. 


The woman Annie Nelson, who died on 
the San Pedro train, Wednesday morning, 
was buried yesterday afternoon. The ex- 
Rg — were paid by her husband, who lives 

u San Francisco. 

The receutly-appointed postmistress at 
Sierra M dre, Sarah A. Robinson, yester-. 
day filed her bond inthe sum of $10,000 
with the County Clerk, with Jucob Baruch 
‘and Emil Deutsch as sureties. 

Douglass, the Fiorance man who disap- 
peared from his homein that place under 
peculiar circumstances, causing his family 
— uneasiness, has returned, and satis- 

actorily explained his absence. 

T, D. Yeomans of No. 208 West First 
street, writes [Tue Times, vicorously pro- 
testing against the condition of West First 
street in front of the Nadeau, caused by 
horses standing at that place, and «sking if 
something cannot be. done to abate the 
nuisance. 


NEWS AND BUSINESS. 


The Weather, 

U. S. Wrarnyn Or- 
FIcE, Los ANGELES, July 
8.—At 5:07 a.m. the bar- 
ometer registered 29.94; 
at 5:07 p.m, 29.95, Ther- 
mometer for correspond- 
ing hours showed 55° and 
73°. Maximum tempera- 
ture, 80°; minimum tem- 
Cloudless. 


* 


perature, 55°, 


There will be a concertby Douglas’s 
military band at the Sixth-street Park this 
afternoon at3 o'clock. 

E. A. McGehee, the young sneak thief 
who entered a house on San Fernando 
street and stole a gold watch, was yesterday 
held to answer to a charge of burglar), in the 
zum of €3000. 


County Clerk Ward yesterday received a 


‘curiosity from Australia in the shape of a 


beautifully carved emu’s egg. Several 
years ago Mr. Ward did a favor for an old 
sea captain, and the matter passed out of 
his mind until it was recalled yesterday by 


the receipt of the unique present. 


PERSONALS. 


Lon Levy and J, Simington, both of Chi- 
cago, are quartered at the Holienbeck. 

J. E. Cate of St. Louis is in the city for a 
few days, and is a guest of the Hollenbeck. 

D. T. Perkins, owner of the largest grain 
warehouses in this vicinity, at Hueneme, 
Cal., is at the Westminster. 

A. Duffilland wife and Harry Duffill of 
Detroit are visiting the Coast resorts und at 
present have rooms at the Westminster. 

George H. Wise and wife of New York 
‘are sojourning in Los Awgeles fora few 
days aud have apartments at the Nadean. 

J. L. Hanlan and wife, W. H. Davis and 
D. A. Wescott of San Francisco arrived in 
Los Angeles and are registered «at the Na- 
deau. 

Mrs. G. Marcus and Mrs. J. A. Bauer of 
San Francisco are visiting Southern Cali- 


-tornia and have apartments at the West- 


minster. 


Mrs. W. H. Bachus of Rivetside, accom- 
panied by Miss Annie Holmes, ere among 
the guests that registered at the Hollenbeck 
yesterday. 

H. Crandell of Reading, Pa., Vindex 
Greene of San Francisco, C. L. Riliet of 
De ver, Colo., and Dan O'Connor of San 
Bi rvardino have apartments at the Hotel 
Hollenbeck. 

The eastern people registered at the Na- 
deau yesterday were: Max Friedlander, L. 
Luzzusky, Chicago; T. Ruens and wife, 
New York; Kk. C. Breed, Chicago; Roy W. 
Scott, Philadelphia; H. Lensheimer, New 

Or 


LOS ANGELES CONFERENCE. 


Meeting in Trinity Church Vester- 
day-—Bishop Haygood. 

The Los Angeles District Conference met 
at the Trinity Church, on South Broadway, 
yesterday morning, with Bishop Haygood 
presiding. and a large number of ministers 
and delegates in attendance. 

The session opened at 9 o’clock and 
‘closed at 11, when there was preaching by 
Bishop Haygood. 

A reception will be tendered Bishop Hay- 
good and family at Trinity Chureh this 
evening from 7 to 8 o’clock, after which 
there will be preaching by Rev. J. M. 
Weems, of Ventur:. 

The public is cordially invited to attend, 
and extend a welcome to this distinguished 
minister who has come to make his home 
in Los Angeles. 

Bishop Haygood preaches this morning 
at 11 o’clock at the Trinity Methodist 
Chureh. South Broadway. 

Bishop Haygood is accounted one of the 
most adie pulpit orators in the South and a 


large audience will probably greet him this 
morning. | 


SHIPPING NEWS. 


SAN Pepro, July 8. 1891. 

Thefollowing were the arrivas aad de-“ 
partures for the past twenty-four hours: 

Arriwals—July 7, 
Sjoberg, from Eureka, 200,000 teet lumber 
for San Pedro Lumber Co. July 8, steamer 
Pomona, Hall, from San Francisco and way 
poets, passengers and merchandise for S. P. 

o. July 8, steamer Eureka, Smith, from 
passengers and merchandise for 

0 


Sdited—July 8, steamer Pomona, Hall, 
for Newport and San Diego, passengers and 
merchandise for P. ©. 8. 8. Co. July 8. 
steamer Eureka, Smith, for San Francisco 

d Way ports, passenger d merchandise 
or P. C. S. S. Co. Juiy 8, Steamer Falcon, 
Simmie, from Avalon, Catalina Island, 

ssengers and merchandise for W. 1. Co. 

uly 8, American ship Commodore, David- 
son, for Nanaimo, B. C., in ballast. 

Due to Arrive—July 9. steamer Falcon, 
Simmie, from Avalon, Catalina Island. pas- 
sengers and merchandise for W. T. Co. 
July 10, steamer Pomona, Hall, from San 
Diego and Newport, passengers and mer- 
chaudise for 8. P. Co. July 11, steamer 
Coos Bay, Leland, from San Francisco and 
wee * passengers and merchandise for 


to Satl—July 10, steamer Pomona, | 
Francisco and way ports, pas- 
sengers and merchandise for P. C. 8. 8. Co. 
July 10, stedmer Falcon, Simmie, for Ava- 
jou, Catalina island, passengers and mer- 
ay, Leland, for Newport, passengers 

merchandise for P. C. S. S. Co. 


; 10:50 
water, 5:35 a.m. ; 6:05 p.m, 


schooner Elnorah, | 
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| The Most Wholesome, 
The Purest and the Strongest. 


“OFFICE OF THE HEALTH OFFICER, _ 1275 


„Los ANGELES, CAL., May 22, 1891. 


From analyses made by Prof. Rising, professor of chem- 

istry of the University of California, Prof. Wenzell, professor 
of chemistry, California College of Pharmacy, and from fur- 
ther searching analyses made by Professors Thomas Rice & 
Son of San Francisco, Prof. Hanks and others, and by analy- 
ses which I personally have had made, 
It is clearly demonstrated and proven that the Royal 
Baking Powder is pure and wholesome, and that it 
ae stands as far as strength and purity are concerned at 
the head of the baking powders of the United States. 
“The Royal is composed of absolutely pure, harmless and 

wholesome ingredients of the highest grade and character. 


“GRANVILLE McGOWAN, M. D., 
“Health Officer of the. City of Los Angeles, Cai” 
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THE RAILROADS. 


A Bad Year for Railroad Re- 
ceivers. 


THE PENINSULAR RAILROAD 


Southern Pacific and the Redlands 
Motor Road—The Coast Line— 
The Electric Road to 
University. 


In its issue of July 4 the Railway Age 
publishesa table of the railroad foreclosure 
sales and receiverships for the first half of 
the year 1891. During these six months 
sixteen roads, having an aggregate mileage 
of 2,590 and securities amountiug to $106,- 
531,000, were sold at foreciosure sale. The 
most important was the Chicago, Kansas & 
Nebraska, with 1471 miles aud $53,688,000 
stock and bonds; next in importance were 
the Texas Central, 229 miles and 5g, 885,000 
becurities, and the Dayton, Fort Wayne & 
Chicago, 261 miles and $20,500,000 inde bted- 
ness and capitalization, None of the other 
lines sold exceeded 100 miles in length ex- 
cept the Kansas City & Southern, 111 miles, 
and the Covington and Macon, 107 miles. 
lt is predicted that the foreciosure saies of 
1891 will be greater than for any year since 
1886. During the six months sixteen roads, 
representing 1512 miles, $56,204,000 capital, 
were placed in the hands of receivers. 
They are mostly southern lines, and alf 
that are important were newly completed 
or still under construction. The list in- 
cludes the Charleston, Cincinnati and Chi- 
cago, 175 miles; the Georgia Southern and 
Fiorida, 286 miles; the Atlantic and Dan- 
ville, 299 miles; the Marietta and North 
Georgia, 224 miles; the Macon and Birming- 
ham, 97 miles; the Kentucky Union, 94 
miles; the Pennsylvania, Poughkeepsie 
and Boston, 73 miles, aud other less impor- 
tant lines. The list in number, mileage 
and Capitalization is about half that for thé 
first six montas of 1890. 

THE SAN BERNARDINO AND REDLANDS. 

In this paper Ist week it was briefly an- 
pounced that the Southern Pacific com- 
pany had, purchased the San Bernardino 
and Redlands motor road. The details of 
the scheme were not definiteiy kuuwn at 
the time, and in some quarters sume doubt 
was expressed regarding its truth, but veri- 
fication of and turther particulars are con- 
tained in a press dispatch from San Frau- 
cisco which 42 upparently, official in- 
formation. It says that the Redlauds and 
San Beruardino motor railroad has been 
sold to the Southern Pacific Company, and 
the first payment of the purchase price has 
been paid. The consideration of sale is 
$120,000. The road will be changed toa 
broad-guage and connected with main line 
near Old San Bernardino, and trains will 
de run to Los Augeles direct from San 
Bernardino and Redlands, 

THE LOWER CALIFORNIA ROAD, 

E. S. babeock has arrived in San Diego 
from his trip to Europe, He states frankiy 
that on account of the financial complica- 
tions in which Enrope is involved the 
accomplishment of his mission was no eas 
task. But he adds that he was successfu 
The Peninsular Kallroad Company has a 
capital of $2,500,000 and has power to bor- 
row $2,500,000 more. Mr. Babcock says that 
the instructions of the directors to Mr. Gra- 
ham were to push the Survey as rapidiy as 
possible and then begin construction. He 
says the Coronado railroad will be used to 
Fifth street, but that ils charter must be 
extended to D street, the Englisumon insist- 
ing upon that point. 

‘BCRAP HEAP, : 

The new depot of the Terminal Company 
at First street is nearing completion. 

Tracklayers on the terminal road yester- 
day reached First street. The work is going 
right along. 

All the roads leading to seaside and 
mountain resorts are now doing a good pas- 
senger business. 

The potatoes that are being shipped out 
of Southern California are going to Colo- 
rado aud Utab—the eastern market having 
given out. 

‘The $3.50 round trip rate to San Diego, 
Saturday and Sunday, will attract a great 
many people thither. ‘There is quite a fleet 
of big ships in that harbor at present. 

A new circular to agents, showing where 
tourists can find pleasure spots on the 


senger department of the Southern Pacific 
Company. 

Tbe Board, of Railroad Commissioners 
ranted an extension of thirty days to the 
2uliman Palace Car Company, in which to 

answer the complaint of J. A. Warren of 
Sacramento. ‘ 

The poles for the University line of the 
Consolidated Electric Railway Company 
are now being setup. It is confidently ex- 
pected to have that Jine in operation within 
ulnety days. 

The Southern Pacific Company is making 
preparations to enable it to handle, if pos- 
sibie, all the business which is offered via 
the Sunset route this year. Last year the 
line was handicapped by the scarcity of 
cars, but lately it has added to the roiling 
stock several hundred new thiriy-ton-ca- 
pacity freightcars. 


The statement that the Southern Pacific 


ave to move the trackofthe main line of 
the road from its present location on the 
Colorado Desert to higher ground distant 
from the 
thorized. ‘Ihe officiais from the beginuing 
of the so-called flood have felt no uneasiness 
whatever regarding the main line in the 


desert. 


Shasta division, bas been issued by the pas-. 


ie were convinced that they would | 


flood, was erroneous and unau- 


of the railroad committee for this county, 
has returned from San Francisco and re- 
ports that in conversation with Col. Fred 
Crocker and Senator Stanford, both had ex- 
pressed themselves favorable to beginning 
work on the gap as soon as the right-of-way 
is secured, and that the railroad company 
would cartainly fulfill its partof the agree- 


ment.“ 
ORO GRANDE. 


LATEST NEWS FROM THE MINING 
DISTRICT. 


All the Mines Looking Well, and the 
Outlook Very Encouraging—A 
General Waking up on | 
the Desert. 


Oro GRANDE, July 8,—|Correspondence 
of-lue Times.| Since my last, things have 
been moving along in Oro-Grande. Time 
moving on into the summer days. 
have no cause tocomplain of the heat, 80 
far, with few exceptions, the days have 
been cool and pleasant; the nights remarka- 
bly 80. Life is enjoyable on the Mojave 
River during the summer season. For one 
thing, if nothing more, there are, strange as 


it may seem, no mosquitos, For this we are 
thankful, 


There seems to be no little disappoint- 
ment that your correspondent has not been 
more regular in his letters. Perhaps 1 
shall do better in the future. As promises 
are often broken will make none. 

Ihe lawsuits about the right to the Car- 
bonate mine is settled, the injunction re- 


resumed upon that mine, we ny A con- 
fidently look for great developments in that 
quarter soon. 

The Ophir people are now engaged in the 
work of exploration, running levels, sink- 
ing shafts and generally opening up the 
mine, and will, sol learn, erect a mill of 
their own. 

The Embody and Blaisdell mine near 
town, now has a double compart shaft 
duwn to« depth of seventy-tive feet, from 
which point a ievelis pushed south to con- 
nect with the main working shaft now 
sinking. So farthe vein has more than 
met expectations. I gave an outline of 
this vein in a previous letter, all of which 
has been, by development, fully sustained. 

Work on the Heiper mine, owned by 
Rose. Hudson & Co., is going ahead with 
more than satistactory results to the com- 
pany. In all, there are eight or ten differ- 
ent mines at workin the camp, noone of 
them employing any considerable force of 
men. The prospects are today brighter, and 
the outlook better than at any time in the 
past. Capt. Baine, who is at the head 
strong company, will soon begin opéra- 
tiuns on an extensive scale,as he hasa 
group of mines under contract to work. 

There seems to be « general waking up, a 
revival in mining matters generally, all 
over the desert. o little interest is being 
manifested along the line of the Atlantic 
and Pacific Raliroad to the east of this, es- 
pecially in Lava Bed district, thirty miles 
east of Daggett. ‘There is also a rumor that 
J. B. Osbourne of Daggett has effected a 
sale of his noted gold property which is 
located near old Camp Cady, on the Mojave 
Kiver, thirty miles below Daggett, and 
known as the Alvara mine 

MONTANO PLATA. 


— 


„It is a fact,” that Hood’s Sarsaparilia 
does cure scrofula, salt rheum, and other 
diseases or affections arising from impure 
state or low condition of the blood, over- 
comes that tired feeling, creates a good 
— and gives strength to every part of 

e system. ry it. 


Dr. Ching Lee Di, 

The eminent physician and surgeon, is now 
located at 768 Lyon street, where he will be 
pleased to see ail persons afflicted with dis- 
ease. After consultation will tell them 
whether he ean cure them or not. When he 
guarantees acure he is always successful, 
and therefore people afflicted can rest assured 
of being benefited. He will examine all pa- 
tients free of charge, guarantee to cure all 
diseases, and if not wiil return ail money 

Mrs. Laa g ves — that the doctor 
has cured her of heart trouble. k dney disease 
and female weakness after having doctored 
with many of our city physicians for three 
years, and takes great pleasure in recom. 
mending the doctor to all afflicted persona. 


PROF. MORGENST®RN has decided to de- 
vote one day of each week at the St. James 
Hotel, Santa Monica, to accommodate his pa- 
trons ani whoever may need his services, 
commencing Tuesday. July 14, 1821, and every 
Tuesday thereafter during the summer sea- 
son. 


Children Cry for Pitcher’s Castorla. 
Children Cry for Pitcher’s Castoria. 
Children Cry for Pitcher’s Castoria. 
Children Cry for Pitcher's Castoria 


FOR RELIABLE male and female help ap- 
ply tothe A. O. U. W. Employment Bureau. 
215 8. Main st. No expense to those wishing 


help orempioyment. Frank X. Engler, tecy. 


MESSRS, JOHN D. HOFF ASRESTOS Co.— 
Gentlemen; 
proved sutistactory. closed please find 
additional orders for our depet buiidings at 
San Bernardino, Riverside, Hesperia and 
Manhattan. The extensive buildiogs at de- 
dondo Beach are painted with your juatl: 
celebrated goods, and make an exceedingly 
handsome appearance. Yours very truly, 

(Signed) MEAD 
Axon Southern California R. R. 


San DiEGoO, Cal., December., 1889.—We can 
recomend the Asbestos Covering for boii- 
s and steam pipes, as put on by the J. D. 
Hoff Asbestos Company: also their paints. as 
we aré using both. 

SPRECKELS BROS. COMMERCIAL CO, 

Manufactured by 

IHR JOHN D. HOFF 2 CO., 


For sale by Cal, 
menus R. Los Angeies st., L. A. Cale 


Still we 


moved, and now that work has again been 


| chandise. 


The tests ef your paint have 


‘been par- ly zed for one year and a half. 1 


MOZARTS MILLINERY. 


Midsummer Olearance Sale of Hats 
and Flowers. 


Misses’ Shade Hats, latest shapes.......... 
Ladies’ Beach Hats, latest shapes 
Fine Lace Straw, new -hapes in black..... 
Fine Lace Straw, new shapes in white..... 
Large brim Lace Straw Flat Hats 
EVERYTHING AS ADVERTISED. 
Wide brim Seasides............... Ie, 200, 250 
Wide brim trimmed Child's Sailor 150, 250 
Wide brim French Chip hats, all colors... 500 
EVERYTHING AS ADVERTISED. 
42 Daisies in a long wreath, all colors.... 100 
1146 Flowers in a long wreath.............. 250 
150 Imported Daisies, long wreath ....... 
Finest French Flowers in toque wreaths 
Elexant long Wreaths of fine Flowers 
EVERYTHING AS ADVERTISED, 
Black Silk Lace, 4% in. wide; per yard.... 150 
All Silk Black Ribbon, No. 9..10c; No. 12.. 150 
Lace Caps for Babies ....... n 100. 150. 250 


500 


Mull Hats, embroidery crowns, lace edge, 500 


EVERYTHING AS ADVERTISED - 


MOZARTS FINE MIULINERY, 


240 8. SPRING ST., bet. Second and Third. 


Examination for High School Cer- 
tificaice. 

Notice is hereby given that an examination 
of applicants for High School certificates 
will be held in the assembly room of the Nor- 
mal School Building, corner Grand avenue 
and Fifth street, on Thursday and Fridays, 
July 9thand Tenth, commencing at 9 o’clock 
a.m. 

The subjects upon which an examination 
will be given are as follows: l 
Algebra. 

Piane and Solid Geometry. 
Plane Trigometry. 
Chemistry. 

Latin. 

6.. English as Required by Subject 14, Uni- 
versity Bulletin. 

By order of the couaty board of education. 

W. W. SEAMAN, Sec. 


THE PERFUME OF VIOLETS, the purity 
of the lily, the glow of the rose and the flush 
— Hebe combine in Pozzoni’s wondrous pow- 

er. 


FOR MT. WILSON — Stram's Hotel and 
Camp ie now open; accommodations first 
class; rates, tz per day, 810 per week. Take 
Santa Fé tra n to Santa Anita (Sierra Madre.) 
"bus meets all trans for foot of trail where 
durros can be had. 

We have rearran the observatory 
building which now contains for the free uss 
of guests, an elegant four-inch telescope 
meunted to commandthe magnificcnt view 
of the San Gabriel valley and the ocean, Ex- 
cellent photographic facilities have been 
rrovided. All orders sent me for accommo- 
dations, burros, ete,, will receive prompt at- 
tention. Address 


Sierra Madre, Cal. 


HAVING PURCHASED the entire outfit of 
burros, mules. ete., with the business and 
geen wilof George W. Carter and Cowley 

aker, we have combined the two together 
and are now prepared to furnish the bestand 
eatest burros and mules forthe ascent of Mt. 
Wilson, atthe foot of Wilson's trail. Sierra 
Madre, Headquarters for Strain's camp, 

KOBINSON, DUETSCH & CO., 
Sierra Madre. Cal. 


MATLOCK & RERD. 


ler 


« 


Real Estate and Gen- 
eral Auctioneers, | 


150 SOUTH BROADWAY. 


Highest cash price paid 
for furniture, or other mer- 


Moserove s Dressmaking 


e guarantee a perfect fit, original 
style superior finish and reasonable prices. 
We make a specialty of evening and party 
dresses. and a large staff in our dressmak- 
ng department enables us to make suits 
to order ut the shortest notice. Mourn- 
ing made in six hours. Remember. 
we guarantee our fit, and a trial will con- 
vince you that you bave found the right 
place to have your dresses made. : 


MOSGROVE’S, 


119 S8. Spring st., bet Ist and 2d 


MISS M. A. JORDAN, 


818 SOUTH SPRING 8T., 


MILLINEBY IMPORTER 


And dealer in all the latest Novelties of 
LADIKS' HEADWEAR. Special attention 
given to MANICUBING end SHAMPOO- 
ING. Also agent for Miss Beaoh's Curi- 
ing Fluid. Celebrated for its lasting qua 


ee 1 


— 


HERLBY 
DR. LE PO TI, rr MAIN, 


is an able ( hinese physician. My limbs have 
was 
not able to walk at ail and Dr. Le Po Ticured 


CLEAN SWEEP! 


That's what we're going to make of our 
Great Bargain Festival!“ 


12 great rush for the gran! bargains we have had on sale duri 
has been unprecedented. The great purchase of the entire in 
in a South Spring street store has been swept almost entirely a 
rush of the public to secure these grand bargains. 


== There 


A WEEK LONGER! 


— 


ng the past month 
terest of a partner 
Way by the cycloni e 


are only Enough Left 


And this week the remainder of the great purchase goes with a rush and with 
prices and profits tumbling all over each other. 


ONLY A WEEK LONGER 


But this week will ba agreat big red letter week in the annals of the Shoe trad 


— 


Cut 


Out These Prices. 


—— 


Remember They are Good for This Week Only. 1 85 


—ONLY A FEW. OF US LEFT.— 


Ladies’ hand-turned French Kid 


Button Shoes, silk finished, patent 
leather tips, 


81.00. 


Always sell at 86.00. 
Ladies“ hand- turned French Kid 


Button Boots, Rochester, N. X., man- 
ufacture, 


22.75. 


Never sold at less than $5.00. 
Ladies’ Patent Leather Tip Satin 


| Finished Dongola Kid Button Boots, 


$2.00. 


Everybody else asks $4.00. 
Ladies Common Sense Kid Button 


ts, 
$1.50. 


Always sell at 82.50. 


Ladies’ Patent Leather Tip Oxford 


Lace Shoes, 


$1.50, 81.75. $2.00. 


Worth double. 


Ladies’ Dongola Kid Flexible Sole 
Opera Toe Slippers, 


$1.25. 
Worth $2.50. 
Misses’ Fine Kid Button Boots, 
$1.25. 
Worth $2,25. 
— 
Misses’ Patent Leather Tip Oxfords, 


$1.25. 
Worth 92.00. 


Misses’ Patent Leather Tip fine Kid 


Shoes, 
82.00. 
Worth 83.50. 


Infants’ Kid Button Shoes, 


35 Cents, 
- Worth 75 cents. 


Men's hand-welt French Calf Shoes 
latest styles, 


$3 50. 
Worth $6.00, 
Men's Congress Gaiters, 
$1 25. 
Worth $2.50. 
Men's fine Calf Sewed Shoes, 


| $2.50. 
Price stamped on the sole. Greatest 
Shoe on earth. 


15- cent shoe polish, 5 cents, 
35-cent brushes, 10-cents. 
50-cetrt shoe brusbes, 20 cents. 


Two boxes of 8 1 
Mason’s Blacking, 5 


LEWIS 


— 


The Originator of Low Prices, 


called to cure ma," AUGUST DALDARAL. 


— 


„ 
— 


Store Closes at 
6:30 P. M. 


Saturdays 10pm 


201 SPRING 


LEWIS 


Has no Branch 
Stores, 


‘Voluntary Testimonials 


— GIVEN TO — 


WwW OR, 


The Eminent Chinese Physician. 


No Opiates or Poisonous Drugs are used in 
my Practice. 


pus uo Knueꝛs 7 | 
-uoo KAM n einjosqy Jo pus 


Dr. Woh’s life work has been from early youth one ot per- 
sistent and untiring observation, study and investigation, as 
fully as lay in his power to perfect himselfin all branches of the 


art of healing human sickness and disease. 


Born in China, of 


iufluential parents, of a family whose ancestors have been for 
Geherevions deservingly renowned as leading physicians, Dr. 

oh naturally followed in the footsteps of his fathers. In China 
hehas prac iced his profession for several years, being at one 
time a physician inthe Imperial Hospital, and in America fora 
long time his great number of patients, his wonderful and 
many cures, and the great list of letters from grateful andthank- 
ful patrons'now prove him to bearemarkable and successful 
healer of sickness and all diseases. 


For many years 1 have been troubled with 
lung disease, which finally ended in asthma 
and consumption, 

congulied. with the best physicians I 
could find but they did me no benefit, but on 
the contrary J got worse end worse, until 1 
was told by one of them I could not recover. 
Dr. Wob took me in this condition. e has in 
Cordially fecommend, him to all suffer: 
most cord ommen m 

lally rec WESSEL, 


ers. F. 
825 Boyd st., Los Angeles, Cal. 

May 1691. 

Ihave tried many doctors for heart disease 
but have derived no benefit until ‘Dmx Woh, 
the Chinese physician, of Los Angeles City, 
prescribed for me. 

Two months ago I Nee his treatment and 
can now certify that he has done me great 
good. I recommend Dr. Woh to my friends 
as an able doctor. KING 


* P. E. 
’ | Justice of the Peace, 
May 4th, 1801. Burbank, 


Dr. Woh was recommended to me by a 
friend. Ihad been troubled for years with 
indigestion, causing fearful headaches and 
vertigo, maki my life one of misery, 
tried and paid the best physicians without re- 
lief. Finajly, to please my friend, I visited 
Dr Woh at his office and he advised with me 
and gave me medicines. This was but six 
weeks ago. Today I can giadiv and sincerely 
say that he has eatirely cured me. 

CHARLES HEILMANN, 

April 8d. 1891. 331 Court st. L. A., Cal 


For 8 yeara I have been troubled with terri. 
bie — and pains in my abdomen, and with 
dropsical swellings of my feet and limbs I 
endeavored in every way to find relief but 
failed, until four weeks ago 1 began using Dr. 
W oh’s medicines. Now am perfectly well 
and cured of a sickness of three years’ etand- 
idg. I do recommend Dr. Woh to all my 
sick friends. 

June 10,1891. MISS JESSIR M. FIELD, 

San Bernardino, Cal, 


Dr. Woh — hundreds of similar testimonials, but space alone prevents further publica 
ere. 


tion of them 


Dr. Won is the oldest and best-known Chinese Physician in Southern Califoinia, His 
many cures have been remarkable, involving Female Troubles, Tumors and every form 


of d sease. 


Ali communioations will be regarded as strictly confidential. 5 
Free consultation to every one and all are cordially invited to call upon Dr, Woh at 


his offi 
227 SOUTH MAIN STREET, bet. Second and Third sts,, Los Angeles, Oal 


CHINESE 


—IMPORTERS AND DEALERS IN— 


AND JAPAN TBAS, SILK HANDKERCHIEFS 


PRESERVED FRUITS, ETC. 


Emvplovment Agents: 


Tel. 4. 


Family and Hotel Cooks and Laborers furnished on short notios, — | 
N MAIN on, Plaza. F. O. Box 1188. 


4 — — 


— 


RAM ONA 
Tho Gem of the San Gabriel Valley. 


On. Three Miles from City 
its of Los Angeies. 


ROPBRTY of San Gabriel 
Wine Co., Original Owners. 


oCAT RD at Shorbd’s Station, 
on Line of 8. P. R. and 
Valley Rapid 


San Gabriel 
Transit Railroad 
et 8 ROM 10 to 15 Minutes to the 
Plaza, Los Angeles City. 
HEAPEST Suburban Town 
Lots, Villa Sites or Acre- 
Preperty. 
press 
5 Purest spring Water. 
XHAUSTIBLR Quantities 
Guaranteed. 
——Apply at office of. 
SAN GABRIEL WINE CO., 


Ramona — Les Angeles Co., Cal. 
Or to M. D. WILLIAMS, Ramona. 


Printing and Binding. 
THE TIMES. MIRROR 


Printing and Binding House 
(Times Building, corner First and 
: Broad way) 
— 15 THE— 


Largest and 


Best Equipped 


Eetablishment of its kind In 


Southern California 


Satisfactory 


rr You 

00D WORK, 

LOW PRICES and 
PROMPT SERVICE, 


Go to @ Fouse that Keeps its 


„6 „% 
„%%% 


1 


: : | Wheels Turning all the time 

— 

RATES ON 

— — Larris Huam 

2 Drin. 


BLOOD 


A Skin Diseases are most unfortunate 
DR. BELL'S wonderful NEW 
MEDICAL DISCOVERY is warranted to cure 
all eruptions, boils, old sores and ulcers and 
all private diseases and syphilitic and scrofu- 
lous affections of the skin, throat and bones; 
no matter of how long standing and after all 
doctors and all other remedies have failed. 
To thousands it has proved a heavenly biess- 
reparation on 


BERLIN DROG STORE, 505 South Spring st, 
LOS ANdELRS. CAL. 
Branoh Office, 99 South Beach, Santa Montes 
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